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Sk HAND TOOLS 


SK Hand Tools are sold at more locations in the U.S.A. than any other brand of 


mechanics hand tools. Look for SK tools at auto parts stores, tool stores, hardware 
stores, home centers, or industrial distributorships. Many independent tool truck 

Operators also carry the SK line. If you can't locate a dealer 
near you, callSK 41-800-U-CALL-SK. 


We'll help you find a source for SK Tools. 


Over 1500 mechanics hand tools and sets are available inthe J | | ii | 


| BAabiaca | 


SK line. In addition, over 8000 tools are available through 


SK's affiliation with =A Oma, Europe's largest tool \ # ‘ Ee 2 es 
maker. Choose from striking wrenches, special 
metric sizes, electronic assembly pliers, or a variety 


of other industrial tools. All are available through 


—— @) SK] from the FACOM catalog. 


SK is committed to serving the professional tool user. We believe SK offers the finest 
value in mechanics hand tools. Compare 
the finish. Compare the feel. And then 
compare price. SK offers true 
professional quality at affordable prices. 


That's value. 


This catalog contains more information than ever before. More dimensions, ANSI and 
Federal government specifications met by SK tools, and easy-to-read charts which 


allow you to compare the many different versions of SK sets. 


All products available in our retail self-serve packaging are marked by a solid rectangle 
after the part number (45170 @ ). To order these items, simply put 77 in front of the 

5 digit part number (7745170). For a complete listing of Carded Line products ask for 
the SK Carded Line Price List. 


Do not use SK tools for purposes 
other than those for which they 
were designed. Such use voids the 
warranty and may result in bodily 
injury. Don't take chances. Use the 
right tool for the job. 


SK CUSTOMER ASSISTANCE 


HOTLINE 


Need the name of an 


SK jobber or distributor? 
Have a tool problem? Call 
1-800-U-CALL-SK 


(1-800-822-5575) 


SK HAND TOOL CORPORATION 
3535 W. 47th Street 
Chicago, Illinois 60632-2998 
312-523-1300 Telex 756359 
Fax 312-523-2103 
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HAND TOOLS 


FROM SskK? 


SUREGRIP® TOOLS FROM SK, 
THE MECHANIC'S HELPER... 


Save time. Make money with SK SureGrip® Tools. SureGrip® Tools offer the latest 
innovations in tool design to help you avoid time consuming delays. 


Ts") Long Combination Wrenches with SureGrip® Box Ends 

Compare SK's long combination wrenches to competitive offerings. 
The SK wrenches are longer and feature the SureGrip® box end and 
SuperKrome® finish. SK's SureGrip® box end design drives the side of the 
hex rather than the corner of the hex. This side drive provides a sure grip on 
the fastener and avoids edge breakage of the hex corner which often occurs 
on rusted or damaged fasteners when a traditional box end is used. Two new 
fractional sets No. 86015 (7 piece) and No. 86016 (9 piece), and two new 
metric sets No. 86025 (9 piece) and No. 86027 (13 piece) featuring long 
combination wrenches, have been added to the SK line. 


See the difference in stress loading between a traditional ml 
12 point box end and SK's new SureGrip® box end. Less —_ 
stress, more wrench life, more grip, that's SureGrip®. MADE IN THE USA. 


See pages 69, 70. U.S. Patent No. 4,581,957 


3/8" Drive Locking Extensions with SureGrip® Lock 

SK’s Locking Extensions feature a SureGrip® lock which holds the socket 
on the extension. This stops the problem of sockets remaining stuck to a 
fastener, usually in a hard to reach location. Get a sure grip on your sockets 
when you use SK's SureGrip® locking extension. 


Sockets are attached to the SureGrip® lock just like a regular extension. 
When you want to release the socket, simply pull the collar back on the lock 
and pull the socket off. It's that simple. 


SureGrip® locking extensions are available on 6", 12", 18", and sl 
24" long %" drive extensions. A set, No. 4516, containing 6", —_ 
12", and 18" extensions is also available. See page 32. MADE IN THE USA. 


sq |’ Production Grade Retaining Ring Pliers with SureGrip® Tip 

SK's production grade retaining ring pliers offer the unique SureGrip® 
tip to make sure retaining rings stay on the pliers and don't fly around the 
shop. The taper design of the tip on these comfortable retaining ring pliers 
make sure the ring itself stays on the pliers. 


Get a sure grip on retaining rings with SK's SureGrip® retaining ring pliers. 
See page 90. 


GET A SUREGRIP® ON YOUR WORK WITH SK. 


OVER 3OO NEW PRODUCTS! 


EN vF 
Crowfoot Wrenches 


- helps you reach around 


The crowfoot wrench’ 


obstructions and into 
tight places. SK's flare 
nut crowfoot-provides 

a better grip on your © 
fastener than the open 
end style and eliminates 
the need to apply side 
pressure to keep the 
crowfoot on the fastener. 
A new 9mm No. 42309 
crowfoot has been added 
to the metric family. Two - 
sets, No. 4508 (10 piece) 
fractional and No. 4511 


(11 piece) / Eee 
metric, have ral 
been added. —_ ; 


See page 78. mapemnieusa ae 
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1/4" Drive Flex Sockets 


Vehicles and industrial equipment are using smaller components 
requiring smaller fasteners. SK’s new 1s" drive flex sockets help 
mechanics get into tight places to remove these small fasteners. 


SK's 1" drive flex sockets come in three families: 6 Pt. metric, 6 Pt. 


fractional, and 12 Pt. fractional for the aircraft/aviation markets, Three Offset Ratcheting Box Wrenches 
new sets are available: No. 1335 (10 piece) 6 Pt. metric, No. 4934 The ratcheting box wrench has been made even 
(7 piece) 6 Pt. fractional, and No. 4935 more useful with the addition of an offset to help you 


(10 piece) 12 Pt. fractional. 
See pages 24, 25, 26. 


work around obstructions. Both fractional and 

metric wrenches are available. Two sets, 
No. 342 (4 piece) fractional and No. 343 
(6 piece) metric, are 

available. See page 75. 


Drive Impact Sockets 
And Drive Tools 


SK has expanded its impact 
socket line with the addition of 
a family of %e" drive standard 
length impact sockets. In 
addition, SK has lengthened our 
34" drive fractional and metric 
deep impact sockets to 212" to 
make them even more usable on 


long bolts. Three sets, 


No. 4062 (12 piece) 
metric standard, No. 4082 
(12 piece) metric deep, 

The 34" drive impact extensions in 3° and 

6" lengths are now available as well as a 

Yo" female to ¥e' male impact adapter. 


and No. 4078 (8 piece) 
fractional deep, have 

These tools also come as a Set, No. 4095. 

See page 33. 


been added. See page 37. 


MADE IN THE US.A. 


Pliers... Lock Ring, Wire Stripper, 
9" Universal Side Cutter. 


See pages 88, 89. 


WHAT'S NEVV 


“NEW Si2zes IN 2G SOCKET FAMILIES! 


TI) Larger Sizes Added To Eight 1/4" Drive Socket Familie 


6 Pt. Fractional Standard Socket 40918 (%6”) .... 
12 Pt. Fractional Standard Socket 43918 (%e”)..... 
41918 (%6”)..... 
44918 (%6")..... 


6 Pt. Fractional Deep Socket ( 
12 Pt. Fractional Deep Socket ( 

6 Pt. Metric Standard Socket 40713 (14mm) 
12 Pt. Metric Standard Socket 43713 (14mm) 

6 Pt. Metric Deep Socket 41710 (14mm) 
12 Pt. Metric Deep Socket 44713 (14mm) 


NEW Larger And Smaller Sizes Added To Nine 3/8" Drive Socket Families 


6 Pt. Fractional Standard Sockets 45030 (156”) 
12 Pt. Fractional Standard Sockets 45208 (14”) 
6 Pt. Fractional Deep Sockets 40408 (14”) 


12 Pt. Fractional Deep Sockets 42408 (14”) 
6 Pt. Metric Standard Sockets 306 (6mm) 
322 (22mm) 
12 Pt. Metric Standard Sockets 2320 (20mm) 
2323 (23mm) 
6 Pt. Metric Deep Sockets 8406 (6mm) 
12 Pt. Metric Deep Socket 8429 (9mm) 


Fractional Standard Impact Socket 45624 (34”) 
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11) Larger And Smaller Sizes Added To Wine 1/2" Drive Socket Families 


12 Pt. Fractional Standard Sockets 40212 (3”) 


40146 (1746”) 
6 Pt. Fractional Deep Sockets 41832 (1°) 
12 Pt. Fractional Deep Socket 40840 (114”).... 
6 Pt. Metric Standard Sockets 48210 (10mm) 
12 Pt. Metric Deep Sockets 48010 (10mm) 
48025 (25mm) 


Fractional Impact Standard Sockets 46136 (11”) 
Fractional Impact Deep Sockets 46336 (1'4”) 
Metric Impact Standard Sockets 46216 (16mm) 
Metric Impact Deep Sockets 46411 (11mm) 
46426 (26mm) 


40142 (1546") 40144 (194”) 
AMS. PAGE 43 
41834 (1%46") 4183611") 41840 (114")..... 2S 


CO ee 438 
46211 (Liinmhon a 49 
48011 (11mm) 48020 (20mm) 

48030 (30mm) 48032 (32mm) ..cssesssesesssnseeere 50 
46140 (11”) 
46340 (114") 


46227 (27mm) 46232 (32mm) ........e.ccceesseseeeeeeeees 51 
46414 (14mm) 46416 (16mm) 46424 (24mm) 
46427 (27mm) 46430 (30mm) 46432 (32mm)... 4 


SK OFFERS COMPLETE SOCKET FAMILIES. 
COMPARE SK TO COMPETIVE BRANDS. 


5 Flare Nut Wrenches And 
2 Flare Nut Wrench Sets 


SK has added two new fractional 
flare nut wrenches, the No. F810 
(4 x %/e') and No. F2428 

(%" x 7%"). In metric we have 
added three new wrenches, the 
No. 8815 (15mm x 17mm), 

No. 8818 (16mm x 18mm), and 
No. 8829 (19mm x 21mm). 

In addition, SK now has a new 

5 piece fractional set, No. 381, 
and a new 6 piece i 
metric set, No. 376. ES 
See page 75. fd 


MADE IN THE USA. 


NEW 
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Three Sizes Added To 
Convertible Retaining 

Ring Plier Line 

Two new straight tip sizes 

No. 7634 (.047") and No. 7642 
(.090") and one new 90° tip size 
No. 7641 (.070") have been 
added to complete the SK line 


of utility grade A 
retaining ring pliers. E= 
See page 90. P 


70 Sets Added 
To The SK 


Product Line 
The addition of the 
many new sizes of 
sockets has given 
us the opportunity 
to reconfigure some 
old sets and add 
many new sets. Many of these new sets are set up as 
"complete family sets" which offer the professional tool 
user the full range of sockets which are available in 
that tool family. 


Our new.sets which include drive tools feature SK's 
exclusive Tuff 1 Ratchet. With its 72 teeth and 
longer life, the Tuff 1© is the best ratchet value 
you can buy today. All new sets are marked 
as new.in this catalog. 

Look for them. 


+ Storage Prodi ho Pat ie 
The SK.Catalog 


SK has included the’: css! 
‘SK line‘of storage am 
products in this full be Lapel OS 
_ line catalog: Look-for : Ke 5 
them on pages 17-19: AMastet Sel For Seni Méchanics, The No. sR038 mise 
_ SeniorMmechanics, experienced mechanies, know.the kai i eee 
wail having the right: tool available. They, appreciate’ fine quality tools 


- and tool boxes. SK's newést master set, the Noz 86038, is’. 


nh ne ote © ~ deSigned for the senior mechanic. It featifres 450 tools and-our. 
= ce ao). wide body tool cabinet_ahd chest..All the tools an experienced. ms ; 
¥ | ft ve « Mechanic needs*to. speed repels and make money, aes he ee i) 
ae Le pve page oi : ; ao 
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No. 4245 45 Piece 14” & %" Drive No. 4246 46 Piece 14” & 3” Drive 


Metric MiniMaster Set Fractional MiniMaster Set 
Yq" Drive 6 Pt. Sockets Yq" Drive 6 Pt. Sockets 
40701 4mm Std. 41703 = 7mm Dp. 40906 %e” Std. 41908 = 1%" Dp. 
40702 5mm Std. 41704 = 8mm Dp. 40907) = 2" Std. 41909 = =%2" Dp. 
IM ASTER =) 40704 6mm Std. 41705 = 9mm Dp. 40908 = 14" Std. 41910 6" Dp. 
40706 7mm Std. 41706 10mmDp. 40909 = %2” Std. 41911 = 2” Dp. 
40707 = 8mm Std. 41707 = 11mm Dp. 40910 396” Std. 41912  %” Dp. 
SETS 40708 9mm Std. 41708 12mm Dp. 40911 140" Std. 41914 Ae" Dp. 
40709 10mm Std. 41709 =13mm Dp. 40912 %” Std. 41916 =" Dp. 
40710 =11mm Std. 40914 =e" Std. 
40711 = 12mm Std. 40916 =" Std. 
SK offers a complete %@" Drive 6 Pt. Sockets ¥6" Drive 6 Pt. Sockets 
: 307 7mm Std. 8410 10mm Dp. 45108 = 4" Std. 40412 %" Dp. 
selection of Master Sets, 308 = 8mm Std. 8411 11mm Dp. 45110 %4e" Std. 40414 76" Dp. 
: Heat 309 9mm Std. 8412 12mm Dp. 45112 =" Std. 40416 "Dp. 
from our 45 ape Mini 310 10mm Std. 8413 13mm Dp. 45114 =e" Std. 40418  %." Dp. 
Master to our NEW 311 11mm Std. 8414 14mm Dp. 45116 = 14” Std. 40420 = %”" Dp. 
: : . 312 12mm Std. 8415 15mm Dp. 45118 =%e" Std. 40422 =e" Dp. 
450 piece Senior Mechanic 313 13mm Std. 8417. 17mm Dp. 45020 5" Std. 40424 3" Dp. 
Master Set. Choose from 314 14mm Std. 8419 19mm Dp. 45022 = ‘4e" Std. 40426 = 136" Dp. 
. . 315 15 mm Std. 45024 = 3%" Std. 40428 = “%" Dp. 
fractional, metric, or 316 16mm Std. 45026 1%" Std. 
‘ 317 17mm Std. 45028 =” Std. 
combined Master Sets, or 318 18mm Std. Combination Wrenches 
our Heavy Duty Master Set 319 19mm Std. 88208 — 6 Pt. 4” Combination Wrenches 
Combination Wrenches 88210 6 Pt. 546” Combination Wrenches 
88307 12 Pt.7mm Combination Wrench 88212 6 Pt. ¥e” Combination Wrenches 
88309 12 Pt. 9mm Combination Wrench 88214 6 Pt. “46” Combination Wrenches 
88310 12 Pt. 10mm Combination Wrench 88216 = 12 Pt. 12” Combination Wrenches 
88311 12 Pt. 11mm Combination Wrench 88218 12 Pt. %6” Combination Wrenches 
MASTER SETS... . . . - pace EM =| 88313 12 Pt. 13mm Combination Wrench 88220 12 Pt. 56” Combination Wrenches 
88314 12 Pt. 14mm Combination Wrench Drive Tools . 
88315 12 Pt. 15mm Combination Wrench 40975 = 14” Drive Tuff 1© Ratchet 
MINI MASTERS... Woe Drive Tool 45175 —" Drive Tuff 1© Ratchet 
43175 3" Dr. ®R 384 Adapter %"F - 1/4”M 
LISTINGS ............ a! Long Handle Tuff 1° Rachet p 


CAUTION 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sk HAND TOOLS 


450 Piece 
Senior Mechanics Tool 
Set Including No. 86070 
12 Drawer Top Chest 
and No. 86071 8 Drawer 
Roller Cabinet 


450 Piece 
Tools Only Set (No tool 
cabinet or chest) 


(Set Listing on Page 16) 


Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


Photo Correction: 


Set Contains Tuff ha Ratchets not 
Professional Line Ratchets 


<]_ 4A tT 1tcons 


Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sx HAND TOOLS 


—=— ~ oe om 2 


No. 86036 - 369 Piece 
Mechanics Tool Set 
Including No. 86050 

6 Drawer Top Chest and 
No. 86051 3 Drawer 
Roller Cabinet 


No. 86036-1 - 369 Piece 
Tools Only Set (No tool 
cabinet or chest) 


(Set Listing on Page 16) 
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No. 86033 215 Piece 
Mechanics Tool Set 
Including No. 86050 

6 Drawer Top Chest and 
No. 86051 3 Drawer 
Roller Cabinet 


No. 86033-1 215 Piece 
Tools Only Set (No tool 
cabinet or chest) 


(See Listing on Page 16) 


ALYY AY S 
, a Wear safety goggles to protect 


your eyes. 


Sx HAND TOOLS 


CAUTIOor 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sx HAND TOOLS 


No. 86032 143 Piece 
Mechanics Tool Set 
Including No. 86050 
6 Drawer Top Chest 


No. 86032-1 143 
Piece Tools Only Set 
(No tool chest) 


(See Listing on Page 16) 


No. 86031 100 Piece 
Mechanics Tool Set i 
Including No. 86050 ge — 
6 Drawer Top Chest ,/ 


No. 86031-1 100 
Piece Tools Only Set 
(No tool chest) 


(See Listing on Page 16) 


ALY AYS 
=) Wear safety goggles to protect 


your eyes. 


Sx HAND TOOLS 


No. 4291 - 96 Piece 
Fractional 1/4", 3/8", 
1/2" Drive Starter Tool 
Set Including No. 86052 
2 Drawer Flat Top Box 


No. 4291-1 - 96 Piece 
Tools Only Set 
(No tool box) 


ry yw ee 


No. 4291 - 96 Piece Starter Set 


[ 
86005 8 Piece Combination Screwdriver Set 
4113 13 Piece 2” Drive Standard Socket Set 
40161 Ve" Drive 5” Extension 
4808 8 Piece 2” Drive 12 Pt. Deep Socket Set 
384 ¥4"F - V4"M Adapter 
385 V4"F - ¥"M Adapter 
40162 Ve" Drive 10” Extension 
45190 3" Drive Universal Joint 
40190 Ve" Drive Universal Joint 
86012 11 Piece Combination Wrench Set 
15016 6” Diagonal Plier 
17817 7” Chain Nose Plier 
42475 2" Drive Fine Tooth Ratchet 
41652 2" Drive 15.5” Flex Handle 
4521 21 Piece %” Drive 6 Pt. Fractional Standard Set 
4924 24 Piece 1/4” Drive 6 Pt. Fractional Socket Set 
45186 3" Drive 12” Locking Extension 
86052 22” 2 Drawer Chest 


CALLTIOFs 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sx HAND TOOLS 


No. 86030 62 Piece 
Fractional Starter Set 
Including No. 86052 
2 Drawer Flat Top Box 


No. 86030-1 62 Piece 
Tools Only Set 
(No tool box) 


(Set Listing on Page 16) 


No. 86035 60 Piece 
Heavy Duty Tool Set 
Including No. 86052 
2 Drawer Flat Top Box 


No. 86035-1 60 Piece 
Tools Only Set 
(No tool box) 


(Set Listing on Page 16) 


ALYY AY S 
>a Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


No. 86038 Senior Mechanics Set 


4924 


24 Piece 4" Drive Fractional 6 Pt. Socket Set 

84209 10 Piece 14” & 9%" Drive TORX® Bit Set 

1311 10 Piece 14” Drive Metric 6 Pt. Standard Set 

1310 9 Piece 4” Drive Metric 6 Pt. Deep Set 

40775 Va" Drive Fine Tooth Flex Ratchet 

48975 Va" Drive Long Fine Tooth Ratchet 

49270 Va" Drive Thumb-Wheel Ratchet 

40952 Va" Drive 5” Flex Handle 

40963 Va" Drive 3” Extension 

4613 13 Piece ¥” Drive Fractional 6 Pt. StandardSet 

4413 13 Piece %” Drive Fractional 6 Pt. Standard Set 

3919 19 Piece %@” Drive Metric 6 Pt. Standard Deep Set 

1854 14 Piece %” Drive Metric 6 Pt. Standard Deep Set 

4514 4 Piece 3” Drive Extension Set 

4516 3 Piece %@” Drive Locking Extension Set 

45152 ¥e" Drive 9.5” Flex Handle 

45175 ¥@" Drive Fine Tooth Ratchet 

43875 ¥e" Drive Fine Tooth Roto Ratchet 

43175 3" Drive Long Fine Tooth Ratchet 

45190 ¥e" Drive Universal Joint 

4420 3" Drive 5" Spark Plug Socket 

4426 ¥0" Drive 6" Spark Plug Socket 

451 34q"F - Vo"M Adapter 

4607 7 Piece 6” Drive Flex 6 Pt. Socket Set 

19719 9 Piece %4” & 1/2” Drive Hex Bit Set 

19719M 9 Piece %” & 2" Drive Metric Hex Bit Set 

4078 8 Piece 4” Drive Deep Fractional Impact Set 

4082 12 Piece 32” Drive Deep Metric Impact Set 

4119 19 Piece “2” Drive Fractional 12 Pt. Standard Set 
| 4812 | __12 Piece 1” Drive Fractional 12 Pt. Deep Set 

1924 24 Piece ¥%" Drive Metric 12 Pt. Standard Set 

1951 21 Piece 2” Drive Metric 12 Pt. Deep Set 

41652 V2" Drive 15.5” Flex Handle 

42475 V2" Drive Fine Tooth Ratchet 

40175 2" Drive Long Fine Tooth Ratchet 

42775 1" Drive Fine Tooth Flex Ratchet 

40190 V2" Drive Universal Joint 

40160 V2" Drive 2” Extension 

40161 Ve" Drive 5” Extension 

40162 Ve" Drive 10” Extension 

4014 | 14 Piece 2” Drive Fractional 6 Pt. Impact Std. Set 

4024 14 Piece 2” Drive Fractional 6 Pt. Impact Deep Set 

4016 18 Piece 2” Drive Metric 6 Pt. Impact Standard Set 

86016 9 Piece Fractional Long Combination Wrench Set 

86027 13 Piece Metric Long Combination Wrench Set 

381 Fractional Flare Nut Wrench Set 

376 Metric Flare Nut Wrench Set 

88226 '%e” SuperKrome® 12 Pt. Combination Wrench 

88228 7" SuperKrome® 12 Pt. Combination Wrench 

88230 15/6” SuperKrome® 12 Pt. Combination Wrench 

88232 1” SuperKrome” 12 Pt. Combination Wrench 

88234 16" SuperKrome® 12 Pt. Combination Wrench 

88236 1%" SuperKrome® 12 Pt. Combination Wrench 

88240 14" SuperKrome® 12 Pt. Combination Wrench 

88321 21mm SuperKrome® 12 Pt. Combination Wrench 

88322 22mm SuperKrome® 12 Pt. Combination Wrench 

86011 9 Piece Combination Wrench Set 

19718A 18 Piece Hex Key Set 

86020 7 Piece Metric Combination Wrench Set 

8012 12” Adjustable Wrench 

4508 10 Piece %" Dr. Frac. Crowfoot Flare Nut Wrench Set 

4511 11 Piece %” Dr. Met. Crowfoot Flare Nut Wrench Set 

342 4 Piece Offset Ratchet Box Wrench Set 

343 6 Piece Metric Offset Ratchet Box Wrench Set 

350 5 Piece Box End Wrench Set 

86006 10 Piece Combination Screwdriver Set 

73514 4” Magna Driver w/4 Bits 

73700 7 Piece Nut Driver Set 

8516 16 Oz. Ball Peen Hammer 

8524 24 Oz. Ball Peen Hammer 

8616 16 0z. Soft Face Hammer 

16415 5” Chain Nose Plier 

15016 6” Diagonal Plier 

16107 7” Diagonal Heavy-Duty Plier 

7610 10” Locking Curve Jaw Plier 

7507 7” Tongue and Groove Plier 

7510 10” Tongue and Groove Plier 

7638 .038” Retaining Ring Plier 

7640 .070” Retaining Ring 

7644 __| __ Retaining Ring Plier Set 

7695 6” Wire Stripper 

86070 12 Drawer Wide Body Chest 

86071 8 Drawer Roller Wide Body Cabinet 


21 Piece 4” Drive Standard & Deep Socket Set 
94932 32 Piece 1/4” Drive Metric & Fractional Socket Set ° . 
94941 41 Piece 4” Drive Metric & Fractional Socket Set . 
94520 18 Piece %” Drive Fractional Socket Set 
94527 27 Piece %” Drive Fractional Socket Set 
94530 30 Piece 9” Drive Metric & Fractional Socket Set . ° 
94539 39 Piece %” Drive Metric & Fractional Socket Set ° 
4480 34" Drive 4” Universal Spark Plug Socket . . 
4490 ¥" Drive '%6” Universal Spark Plug Socket . ° 
4488 3" Drive Two-In-One Socket ° ° 
4524 4 Piece ¥e” Wobble Extension Set ° ° 
1913 13 Piece 1” Drive Metric 12 Pt. Socket Set . ° 
4123 23 Piece 1/2” Drive Standard & Deep Socket Set ° 
4128 28 Piece 1/2” Drive Fractional Socket Set . 
46160 Ye" Drive 3” Impact Extension ° ° 
46161 V2" Drive 5” Impact Extension ° ° 
4008M 8 Piece 2” Drive Metric Impact Socket Set . ° 
4012 12 Piece 12” Drive Standard Impact 6 Pt. Socket Set ° ° 
4018 8 Piece 2" Drive Deep Impact 6 Pt. Socket Set . 
4018M 8 Piece 2" Drive Metric Deep Impact 6 Pt. Socket Set ° 
4725 25 Piece 94” Drive Fractional Standard Socket Set 
74025 3" Drive 25-250 In./Lbs. Micrometer Torque Wrench ° 
74150 V2" Drive 20-150 Ft./Lbs. Micrometer Torque Wrench ° 
311R 11 Piece Box End Wrench Set ° 
340 4 Piece Fractional Ratcheting Box End Wrench Set ° 
340M 4 Piece Metric Ratcheting Box End Wrench Set ° 
381 5 Piece Fractional Flare Nut Wrench Set ° 
383 3 Piece Metric Flare Nut Wrench Set ° ° 
508 8 Piece Open End Wrench Set . 
1756 6 Piece Fractional Flex Combination Wrench Set ° 
1780 8 Piece Large Fractional Combination Wrench Set 
1813 13 Piece Metric Open End Wrench Set ° 
4508 10 Piece Fractional Flarenut Crowfoot Set ° 
4511 11 Piece Metric Flarenut Crowfoot Set . 
86013 13 Piece Fractional Combination Wrench Set ° ° ° 
86023 15 Piece Metric Combination Wrench Set . . . 
8006 6” Adjustable Wrench ° 
8010 10” Adjustable Wrench . 
8015 15” Adjustable Wrench . 
8809 Metric Flare Nut Wrench - 9 x 114mm ° ° . 
8810 Metric Flare Nut Wrench - 10 x 12mm ° ° . 
8813 Metric Flare Nut Wrench - 13 x 14mm ° . . 
8815 Metric Flare Nut Wrench - 15 x 17mm ° ° ° 
8818 Metric Flare Nut Wrench - 16 x 18mm . . ° 
8829 Metric Flare Nut Wrench - 19 x 21mm ° 
86002 6 Piece Phillips Screwdriver Set ° ° ° 
86004 6 Piece Round Screwdriver Set ° ° * 
86006 10 Piece Combination Screwdriver Set 
19718A 18 Piece Hex Key Set . 
{1971 El 9 Piece %" x 2" Drive Hex Bit Socket Set ° ° ° 
19719M 9 Piece %” x 2" Drive Metric Hex Bit Socket Set ° . ° 
19737 7 Piece %” Drive Screwdriver Bit Socket Set ° ° 
73700 7 Piece Nut Driver Set @ ° 
84209 10 Piece 14” & %" Drive TORX~ Bit Socket Set ° ° . 
181 414" Diagonal Pliers ° . ° 
183 414" Chain Nose Pliers ° 
7206 6” Combination Pliers ° 
7208 8” Combination Pliers ° 
7507 7” Tongue and Groove Pliers ° ° . 
7510 10” Tongue and Groove Pliers ° ° ° 
7516 16” Tongue and Groove Pliers ° 
7608 8” Straight Jaw Locking Pliers ° 
7610 10” Curving Jaw Locking Pliers ° 
7644 2 Piece Retaining Ring Plier Set ° 
7698 8" Crimping/Stripping Pliers . 
15016 6” Diagonal Pliers . ° . 
16315 6” Curved Nose Pliers . 
16415 5” Chain Nose Pliers ° 
8512 12 Oz. Ball Peen Hammer ° . . 
8524 24 Oz. Ball Peen Hammer . 
8532 32 Oz. Ball Peen Hammer 
8610 10 Oz. Soft Face Hammer ° 
8616 16 Oz. Soft Face Hammer ° ° ° 
8632 32 Oz. Soft Face Hammer ° 
8723 23 Oz. Rubber Mallet ° 
86050 Tool Chest ° ° ° 
86051 Tool Cabinet ° . 
86052 Tool Chest 


STORAGE 
PRODUCTS 


Protect your professional 
quality tools with rugged 

SK Cabinets and Chests. 
Compare them feature-to- 
feature with competitive 
boxes. SIK offers 
feature-packed, value-priced 
cabinets and chests for 
professional tools users. 


STANDARD SERIES .... race (SIPS 
WIDE BODY SERIES... 


TOOLBOYES 2... 
WRENCH STORAGE ..... ES=3 


ACCESSORIES... Pa | 


No. 86070 12 Drawer Chest 


Overall 33” 16 “ie” 19” 3.7 
Till 3234.” 1534” 25/6” 

6 Drawers 10%” 151%” 1%” 

3 Drawers 61/4,” 1514” 134” 

2 Drawers 297%” 151%” a 

1 Drawer 297/8” 1512” hi 

No. 86071 8 Drawer Roller Cabinet 

Overall 3312” 18” 415” tel 
2 Drawers 281/16" 1712” 23/8” 

3 Drawers 281/16" 171%” 23/4” 

2 Drawers 281/16" 1714” 33/4” 

1 Drawers 281/16" 17%” 63/4” 

No. 86072 3 Drawer Side Rider Cabinet 

Overall 14” 18” 323” 3.5 
Drawers 10%” 1514” 13%” 
Compartment 135” 171%" 2312” 

No. 86073 8 Drawer Side Rider Cabinet 

Overall 173.” 18” 361%” 3.4 
2 Drawers 126” 172” 234” 

3 Drawers 1256” 1712” 23/4” 

2 Drawers 1256” 171%” 33/4” 

1 Drawer 1256” 171%” 63/4.” 


WIDE BODY 
SERIES 


Extre Deep, Extra Wide, 
Rugged Heavy Steel 
Constuction 


= Heavy duty 5" casters. 


= Chest and roller cabinets come 
equipped with protective pads and 
pre-cut drawer liners. 


= Drawers open to expose all 
storage space. 


= Drawers open easily with 
exclusive one piece |-Beam drawer 
slides. 


= Drawers have 16 gauge welded 
positive stops. 


= Full length drawer pulls make 
drawers easy to open. 


Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


No. 86050 6 Drawer Chest 


Overall 2612” 13” 16” 2.0 
Till 25%.” 1254” 23” 

3 Drawers 7 123,” 17%” 

1 Drawer* 2312” 1234” 17%” 

1 Drawer 231” 123” 17” 

1 Drawer 231” 123,” 37%” 

No. 86051 3 Drawer Roller Cabinet 

Overall 2634.” 171%” 3336” 55 
2 Drawers* 215%” 163” 27/3” 

1 Drawers 215” 16%.” 57” 
Compartment 2612” 163.” 121%.” 

No. 86053 7 Drawer Roller Cabinet 

Overall 263/4” 171%” 395” 6.7 
2 Drawers 1014.” 1634” 17” 

2 Drawers* 2154” 1634” 17%” 

2 Drawers 215” 1634” 27h” 

1 Drawer 2154” 163,” 57/8” 
Compartment 261," 16%,” 121," 

No. 86054 12 Drawer Chest 

Overall 2612” 13” 20%" 2.6 
Till 2512” 1254” 21” 

9 Drawers Thad 1234” 17%” 

1 Drawer* 231” 1234” 174” 

1 Drawer 2314” 123” 1%” 

1 Drawer 2312” 123,” 37/3” 

No. 86055 3 Drawer Intermediate Chest 

Overall 263” 133,” 1156” 1:3 
2 Drawers 2312” 123,” 17%” 

1 Drawers 2312” 1234” 374" 

No. 86056 2 Drawer Side Rider Cabinet 

Overall 145” 1454” 26” 2.4 
2 Drawers 11” 123,” 1%” 

1 Compartment 143” 141,” 5ie" 

1 Compartment 143,” 1414” 1314” 


* Includes Two (2) Drawer Dividers 


Sk& HAND TOOLS 


STANDARD 
SERIES 


= Lid activates all drawers. 
Secures them when closed. 


= Reinforced lid provides greater 
rigidity for years more service. 


= Convenient tote tray with 
dividers. 


= 37" deep drawers will handle 
deep sockets. 


= Exclusive one-piece I-Beam 
drawer sliders. Drawers open at a 
touch, even when fully loaded. 


- Flush-to-front construction 
provides more tool storage space. 


= Security drawer for personal 
valuables locks separately. 


- Spacious compartment to store 
bulky tools. 


= Heavy duty 4" casters. 


= Double lid support brackets 
prevent accidental closing. 


= Compartment panel releases all 
drawers. Locks drawers when 
closed. 


86052 ‘ 86059 19116 
Overall 22" 834” 105%” Sane 
2Drawers 197%” 8” 23/4” 


19” Hip Roof Box 


Side Shelf =| Drawer Liner Kits Cabinet Pad 


86060 19” 6” , 86061 15%” 17%” 86080 25 Piece - 48” x 25” 86081 Ribbed Rubber 


Attaches to any cabinet. black, grease Non-Skid Top 
Folds for storage. resistant, flexible i 


a polyethylene sheets. 
86082 —_Liner Set for 86050 
86083 Liner Set for 86054 
86084 _Liner Set for 86051 
86085 _Liner Set for 86053 


SK WARRANTY 


SK storage products are warranted 
to be free from defects in material 
and workmanship for a period of 
one year from date of purchase. 


Wrench Storage Trays 


, ALWAYS 
86809 Nine (9) Siot Wrench » Wear safety goggles to protect 
Tray (V4 to 4° OF your eyes 
7mm to 15mm) 


86815 Fifteen (15) Slot 
Wrench Tray ("to 1” 
or 7mm to 22mm) HAND TOOLS 


SskK* 
RAT CHETS., 


SocKreTTsS, 


DRIVE FOOLS, 


INAPACT SOoOcKeETsS, 


SocKeeTT SeTD>.- FiRsT iN QUALITY. 


ee 


BEST IN VALUE ... 


a 


BLT te completeness 


of the SK socket and drive tool 
~~ fans to compete nes, 
= ~ $K has the ratchets, sockets, 
ad drive tools to handle most 

production and repair jobs. In 


eee ee some product families we offer 
Ce i ee a re ee more choices than competitive 

RATCHETS ......... ica => ee SO Ey 2c Tg co | brands. With SK you get quay, 

DRIVE TOOLS... Es Ee | St | selection, and affordable prices. 

SOCKETS- FRACTION. = EE OOS Youget 

SOCKETS - METRIC ...... Ea EG | as | | So1 skK Value. 

SOCKETSETS _....... Ea ce ce , 

IMPACT ORIVETOOLS ........--....---- Ea Ee Kaa 

IMPACT SOCKETS - FRACTIONAL ........- Ea | 62 

IMPACT SOCKETS -METRIC ..........--- Ea | Ss | 

IMPACT SOCKET SETS ..........-.-.--- Ea Kz 


What does SK Value mean? 


The best ratchets available, 
made in the USA, using the 


finest manufacturing methods. 


SK Tuff 1® and 


Professional Ratchets feature: 


= Hot forged handles made from 
alloy steel for maximum strength. 


= Hand ground and polished 
handles for a smooth finish. 


= SuperKrome® plating for long 
tool life and maximum corrosion 
resistance. 


= Diamond knurled grips for sure 
handling even when oily. 


oo 


The choice of two durable ratchet designs for 


professional tool users. 


SK Tuff 1© Ratchets 
feature: 


= 72 tooth head design which 
delivers a short 5° stroke for use 
in tight areas. 


= 17 tooth engagement which 
engage when torque is applied for 
a strong grip without slippage. 


= Easy to reverse 4 point cap. 
= Smaller head on 3/8" drive 


ratchets for easy access into 
tight spots. 


= Increased durability 
insuring less 
down time. 


SK_ Professional 
Ratchets feature: 


= Completely enclosed ratchet 
mechanism which is easy to remove 
and replace for periodic cleaning and 
rebuilding. 


= Triple tooth contact for smooth 
ratcheting action with little back 
movement. 


= Case hardened pawl and teeth 
for durability and long life. 


~_ reduced slippage. 


SK Sockets also 
deliver SK Value. 


= Thin wall design allows 
sockets to fit into tight 
places. 


= SuperKrome® plating for 
long tool life and maximum 
corrosion resistance. 


= Chamfered ends help 
lead the socket over nuts and 
bolts. 


= Four side ball detent 
grooves on the square drive 
end. 


= Countersunk square 
drive end for quick mating of 


the square drive of the 


ratchet. 


= Most SK sockets 
are made by the 
cold extrusion 
process which 
produces a 
stronger and 
more durable 
ff — socket. 


: = Precision 
broaching to 

sure a tight fit on 
“the fastener and 


at 


1/4" DRIVE 
SOCKETS 
AND 
DRIVE TOOLS 


CALTIOns 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 
Do not use chrome sockets with impact 
or power tools. Such use damages the 
tool, and may also result in bodily injury. 


ALYY AY S 
Wear satety goggles to protect 
your eyes. 


Sk& HAND TOOLS 


>a 


Yq" Drive Tuff 1° Reversible Ratchet 


Thumbwheel Ratchet 


FED GGG-W-641E 
ANSI 107,10M-82 


40975 8 
48975 


1.03 0.5 0.41 4.50 
1.03 0.54 0.41 6.00 


1" Drive Tuff 1° Flex Head Ratchet 


40775 


FED GGG-W-641E 
ANSI 107.10M-82 


A B = HEAD DEPTH ¢ 


1.03 


V4" Drive Tuff 1° Ratchet Sets 


48975 
40775 
No. 8804 
40975 
45175 


No. 4901 = %" Drive Tuff 1© Long and Flex Head Ratchet Set* 


1/4" Drive Tuff 1© Long Reversible Ratchet 

Va" Drive Tuff 1© Flex Head Reversible Ratchet 
V4" & ¥” Drive Tuff 1© Ratchet Set* 

4" Drive Tuff 1© Reversible Ratchet 

3" Drive Tuff 1© Reversible Ratchet 


“Standard pack contains five ratchet trays in a counter merchandiser. 


Y4" Drive Reversible Ratchets 


FED GGG-W-641E 
ANSI 107.10M-82 


BENS A 8B = HEAD DEPTH C 
_ D o_ - - 


409708 1.00 


4.50 


49270 1.50 48 


No. 4901* = 1%” Drive 
Tuff 1© Long and Flex 
Head Ratchet Set 


The Tutt 
Katthet f 


No. 8804* 1%4”&%” Drive 
Tuff 1© Ratchet Set 


; Yq" Drive Flex Head Handle 


FED GGG-W-641E 


Ya" Drive Ya" Drive Adapters 
Universal Joint 


ANSI B107.10M-82 & 


E2> 


A B= HEAD DEPTH C 


—— 


FED GGG-W-641E 
ANS! B107.1 


FED GGG-W-641E 


40952 0.63 0.56 0.44 5.25 4.81 ANSI B107.1-78 P 
i [ pb 
er lll 


) Yq" Drive Spinner Handle 


‘DRSZE PART# AD 


FED GGG-W-641E 
ANSI B107,10M-82 


: os Ss : | ¥e"F-V4"M 3848" 0.68 1.12 
40990 § 0.50 1.30 Va"F-Ye"M 3858 0.50 0.94 


* Reducing adapters are not covered by the 
SK Warranty. 


V4" Drive TORX® Bit Sockets 


40954 8 0.33 1.00 6.00 


VY" Drive Extensions EW 


HEX SIZE | PART # Cc D 
T10 42910 0.63 1.75 
T15 42915 8 0.29 0.50 0.59 1.75 
T20 42920 & 0.29 0.50 0.55 1.75 
T25 42925 & 0.29 0.50 0.60 1.75 
T27 42927 0.29 0.50 0.61 1.75 
TAStN Nok as T30 42930 8 0.29 0.50 0.61 1.75 


No. 4940 = %” Drive 
Extension and Thumbwheel 
Ratchet Set 


yo 
L oman 
(Includes Extensions, 40961, 


409618 32 48 = 2.00 40962, 40963 and Thumbwheel 
409628 32 48 6.00 Ratchet 49270) 


40963 32 48 = 3.00 


No. 84209 10 Piece 4”&%”" No. 89019 33 Piece 
Drive TORX® Bit Socket Set ee id 

iti Fractiona etric Bit 
(See Complete Listing Page 39) Socket Sel 


(See Complete Listing Page 39) 


Sk HAND TOOLS 


248 14” Drive 6 Pt. Fractional Sockets 


FED GGG-W-641E FED GGG-W-641E 
ANSI B107.1-78 ANS! B107.1-78 


Se" 409068 0.31 0.47 0.41 0.88 0.10 43506 - 0.50 0.31 ali? 0.10 
Ur 409078 0.34 0.47 0.41 0.88 0.11 || 419078 0.34 047 1.57 2.00 0.11 
Va" 409088 0.38 0.47 049 088 0.13 || 419088 0.39 0.47 1.50 2.00 0.13 || 43508= 0.50 0.39 1.20 0.13 
Yao!" 409098 0.42 047 0.49 088 0.15 || 419098 0.42 0.47 1.50 2.00 0.15 
She" 409108 0.47 0.47 0.55 0.88 0.15 || 419108 0.47 047 1.50 2.00 0.15 || 43510= 0.50 0.47 1.23 0.15 
ees 409118 0.50 0.50 0.55 0.88 0.16 || 419118 0.50 050 1.50 2.00 0.16 
Ya" 409128 0.53 053 0.57 0.88 0.16 || 419128 053 053 1.63 2.00 0.16 |) 43512= 050 0.53 1.30 0.16 
The" 409148 0.63 063 0.57 0.88 0.22 || 419148 063 063 1.70 2.00 0.22 |) 43514< 050 0.63 1.34 0.22 
ves 409168 0.69 0.69 0.57 0.88 0.27 || 419168 0.69 0.69 1.70 2.00 0.27 || 43516 050 0.69 1.42 0.27 
%e" 40918 = 0.78 0.78 0.57 0.88 0.33 || 41918 = 0.78 0.78 1.70 2.00 0.33 |) 43518- 050 0.78 1.42 0.33 


No. 4934 = 7 Piece 4” Drive Fractional Flex Socket Set 


(Includes all the sockets listed above, 43506 thru 43518, packaged 
ona clip rail.) 


CAI Tionrs 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


HAND TOOLS 


FED GGG-W-641E ee “| FED GGG-W-641E 
ANSI B107.1-78 ANSI B107,1-78 


AX 
E 
; 


Cc 


Se" 43606- 0.50 0.31 1.17 0.10 


Tat 44907 0.34 0.47 1.54 2.00 0.11 43607 - 0.50 0.34 lal? 0.11 
Yar 43908 0.38 0.47 049 0.88 0.13 || 44908 039 047 1.50 2.00 0.13 || 43608- 0.50 0.39 1.20 0.13 
Yaa" 43909 0.42 047 049 0.88 0.15 || 44909 0.42 047 1.50 2.00 0.15 || 43609= 050 0.42 1.20 0.15 


Se” 43910 0.47, —0.47_ —0.55 0.88 =—0.15 || 44910 =—0.47, = 0.47 — 1.50 82.00 0.15 || 43610= 050 0.47 1.23 
Miao" 43911 0.50 0.50 055 0.88 0.16 || 44911 050 0.50 1.50 2.00 0.16 || 43611= 050 0.50 1.27 0.16 
¥e" 43912 0.53 0.53 0.57 0.88 0.16 || 44912 053 053 163 2.00 0.16 || 43612- 050 0.53 1.30 0.16 
Te" 43914 0.63 0.63 0.57 0.88 0.22 || 44914 063 0.63 1.70 2.00 0.22 || 43614- 0.50 0.63 1.34 0.22 
ese 43916 0.69 0.69 0.57 0.88 0.27 || 44916 069 0.69 1.70 2.00 0.27 || 43616- 050 0.69 1.42 0.27 
%e" 43918 = 0.78 0.78 0.57 0.88 0.33 || 44918 = 0.78 0.78 1.70 2.00 0.27 || 43618= 0.50 0.78 1.42 0.33 


) No. 4948 - 8 Piece 4” Drive 12 pt. Fractional Socket Set No. 4949 - 9 Piece 4” Drive 12 pt. Fractional Deep 
(Includes all the sockets listed above, 43908 thru 43918, packaged in Socket Set (Includes all the sockets listed above, 44907 thru 44918, 


a metal tray.) packaged in a metal tray.) 


ALUIVTAYS 
> Er) Wear safety goggles to protect 


your eyes. 


No. 4935 - 10 Piece 4” Drive 12 pt. Fractional Flex 


Socket Set (includes all the sockets listed above, 43606 thru 43618, 
packaged in a metal box.) HAND TOOLS 


ANSI B107.5M-87 


An 


ANSI B107.5M-87 


4mm || 407018 0.28 0.47 0.41 0.88 0.10 
5 mm || 407028 0.32 0.47 0.41 0.88 0.11 43805- 050 031 147 0.11 
5.5 mm || 40703 0.32 047 041 0.88 0.11 
6mm || 407048 0.36 0.47 0.41 0.88 0.12 || 41701 0.36 0.47 154 2.00 0.12 || 43806 050 037 120 0.2 
6.3 mm_|| 40705 0.36 047 0.41 0.88 0.13 || 41702 0.36 047 154 2.00 013 || . 

7 mm || 407068 0.42 0.47 0.41 0.88 0.14 || 41703H 0.42 0.47 1.54 2.00 0.14 || 43807- 050 042 120 0.14 
8mm || 407078 0.47 0.47 0.41 0.88 0.16 || 417048 0.47 0.47 1.64 2.00 0.14 || 43808" 050 047 123 0.14 
9mm || 407088 0.50 0.50 0.57 0.88 0.19 || 417058 0.50 0.50 164 2.00 0.16 || 43809 050 050 127 0.16 
10 mm || 407098 0.56 0.56 0.57 0.88 0.19 || 417068 056 056 1.64 2.00 0.19 || 43810- 050 056 1.30 0.19 
11 mm_|| 407108 0.63 063 0.57 0.88 0.22 || 417078 0.63 0.63 1.70 2.00 0.22 || 43811- 050 063 134 022 
12 mm || 407118 0.66 0.66 057 0.88 0.24 || 417088 066 066 1.70 2.00 0.24 || 43812= 050 066 1.42 0.24 
13 mm || 40712 0.72 0.72 057 088 0.27 || 417098 0.72 072 1.70 2.00 0.27 || 43813= 050 072 1.42 0.27 
14mm || 40713 0.75 0.75 057 0.88 0.33 || 41710-0075 0.75 1.70 2.00 0.33 || 43814- 050 078 1.42 0,33 


Yq" Drive 12 Pt. Metric Sockets 


| ANSI B107.5M-87 ANSI B107.5M-87 


», A “a 

% vs ?> o> 

IWAAAE 

WY LILSES LIES 7 

Cc 

No. 1335 - 10 Piece 
V4" Drive Metric Flex 
Socket Set h 
(Includes all the sockets listed -—B—- 
above, 43805 thru 43814, 


packaged in a metal box.) 


5 mm 43702 0.31 047 0.42 088 0.11 
6 mm 43704 0.36 047 042 088 0.12 44704 0.36 047 1.54 2.00 0.12 
EW = SS 7 mm 43706 0.42 047 041 088 0.14 44706 0.41 047 154 200 0.14 
8 mm 43707 0.47 047 041 088 0.14 44707 0.47 047 164 2.00 0.14 
9 mm 43708 0.50 0.50 0.57 0.88 0.16 44708 = 0.50 =0.50 1.64 200 0.16 | 
10 mm 43709 0.56 0.56 0.57 0.88 0.19 44709 0.56 0.56 1.64 2.00 0.19 


CAUTION 11 mm 43710 0.63 0.63 057 0.88 0.22 44710 0.63 063 1.64 2.00 0.22 
=" Do not use chrome sockets 12 mm 43711 0.66 066 057 0.88 0.24 44711 0.65 066 1.70 2.00 0.24 
with impact or power tools. Such use 13 mm 43712 0.72 0.72 0.57 0.88 0.27 44712 0.72 0.72 1.70 2.00 0.27 


damages the tool, and may also result in 
bodily injury 


Sk& HAND TOOLS 


14 mm 43713 = 0.75 0.75 0.57 0.88 0.33 44713 = 0.75 075 1.70 2.00 0.33 


No. 4913 13 Piece 
V4" Drive Fractional 


V4" Drive 6 Pt. Fractional Socket Sets 


Socket Set 
40906 | %6" Std. Socket 6 Pt. | * ° ° ° 
40907 | 7/2" Std. Socket 6 Pt } ° ° ° ° 
40908 | %" Std. Socket 6 Pt. ole] ele 
40909 | %2" Std. Socket 6 Pt. ° ° ° ° 
40910 | %e” Std. Socket 6 Pt. Wf | ee] ee | ae 
40911 | '%2” Std. Socket 6 Pt. |e) «)] «| s = se 
40912 | 34” Std. Socket 6 Pt. || ey |) or) ee | ae 
40914 | %6” Std. Socket 6 Pt. | ©} ee} ee] e 
) 40916 | 1%” Std. Socket 6 Pt. e| el] e]e 
40918 | %6" Std. Socket 6 Pt. ° ° 
41907 | 72”  DeepSocket 6 Pt. ° ° 
41908 | 14" Deep Socket 6 Pt. . ° . 
41909 | %2"  DeepSocket 6 Pt. e | ° | 
41910 | %e”"  DeepSocket 6 Pt. . | ej e 
41911 | ‘%2" DeepSocket 6Pt «| | |ele 
41912 | %” Deep Socket 6 Pt. ° ° ° 
41914 | 76"  DeepSocket 6 Pt. ° e |e 
Vt e ry e 
oe a ee + ‘| ¢ | No. 4921 21 Piece %4” Drive Fractional Socket Set 
40970 | 4%" Ratchet | ei © | 
40975 | 412” Tuff 1?Ratchet | . 
40954 | 6” Spinner Handle ° . ° 
40961 yi Extension ° ° ° 
40962 | 6” Extension | . ° ° 
40990 Universal Joint —— | 2 |e] 
Metal Box e |e |e 
Metal Tray e |e 


No. 4924 - 24 Piece 4” Drive Fractional Socket Set 


No. 4908 - 9 Piece 14” Dr. No. 4910 - 10 Piece 1%” Dr, _ Additional 1/4" Drive Fractional Socket Sets 


Fractional Deep Socket Set —_—~FFractional Socket Set No. 4934 7 Pc. Fractional 6 Pt. Flex Socket Set .............. PAGE 
No. 4935 10 Pc. Fractional 12 Pt. Flex Socket Set.......0.000..... 25 
No. 4948 8 Pc. Fractional 12 Pt. Socket Set.........0.0.. ee «2s 
No. 4949 9 Pc. Fractional 12 Pt. Deep Socket Set..........0........ 2D 


CAL TIors 

Do not use handles !onger than 
those listed in this catalog Do not use 
pipes or other extensions to increase 


EW. leverage on the ratchet or fley har 
“ce 


rb WV Aa S 
pu) Wear safety qogales to protect 
your eyes 


No. 1340 - 10 Piece "Dr. No. 1349 - 9 Piece 4” Dr. 


12 Pt. Metric Socket Set 12 Pt. Metric Deep Socket Set 

(Includes all the sockets listed on (Includes all the sockets listed on 

page 26, 43702 thru 43713 page 26, 44704 thru 44713 Sk HAND TOOLS 
packaged in a metal tray) packaged in a metal tray) 


7] 


Yq" Drive 6 Pt. Metric Socket Sets 


'PART# DESCRIPTION 


40701 4mm Std. Socket 6 Pt. eo | Sie | « 
40702 | Smm_ Std. Socket 6 Pt. i ae a 
40704 | 6mm Std. Socket 6 Pt. e |e] ee] 
40706 7mm Std. Socket 6 Pt. *| @ *|* 
| 40707 | 8mm_ Std. Socket 6 Pt. S| oe |) we 
40708 | Imm Std. Socket 6 Pt. a) ae) Se |e No. 1310 = 9 Piece No. 1311 - 11 Piece 
40709 | 10mm Std. Socket 6 Pt. oe %" Drive Metric Deep %" Drive Metric Socket Set 
40710 11mm Std. Socket 6 Pt. A Socket Set 
40711 12mm Std. Socket 6 Pt. |) & | | 2 
40712 13mm Std. Socket 6 Pt. o| | « 
40713 14mm Std. Socket 6 Pt. ° ° 
41701 6mm _ Deep Socket 6 Pt. ° eis 
41703 7mm _ Deep Socket 6 Pt. ° ° ° 
41704 8mm Deep Socket 6 Pt. ° «| e 
41705 =| 9mm _ Deep Socket 6 Pt. L& eee ce 
41706 10 mm Deep Socket 6 Pt. ° ° ° 
41707 11mm Deep Socket 6 Pt. ° © | 3 
41708 12mm Deep Socket 6 Pt. ° ‘| @ 
41709 13 mm Deep Socket 6 Pt. ° ° 
41710 | 14mm Deep Socket 6 Pt. ss : 
40970 42" Ratchet ° ° 
40975 | 41%" Tuff 1° Ratchet 
40954 6” Spinner Handle 
40961 2 Extension 
| 40962 | 6” Extension _ 
40990 Universal Joint 
Metal Box 
Metal Tray 


Additional 1/4" Drive Metric Socket Sets 


No. 1335 10 Pc. Metric 6 Pt. Flex Socket Set..................... 
No. 1340 10 Pc. Metric 12 Pt. Socket Set ...........ccccsccssecsessesseeees 
No. 1349 9 Pc. Metric 12 Pt. Deep Socket Set 


() CAt TrIOn 
Do not use chrome sockets 
with impact or power tools. Such use 


damages the tool, and may also result in 
bodily injury. 


A LV AU SS 
a) Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS No. 1325 = 25 Piece %” Drive Metric Socket Set 


No. 89017 34 Piece 
SuperSet® %” Drive 6 Pt. 
Fractional and Metric 
Standard & Deep Socket Set 


mn 


No. 94916 16 Piece 
V4" Drive Metric and 
) Fractional Socket Set 


No. 94941 ~ 41 Piece %4” Drive Metric/Fractional Socket Set 


V4" Drive 6 Pt. Fractional/Metric Socket Sets 


PTIO! 
Std. 
Std. 
Std. 
Std. 
Std. 


Socket 
Socket 
Socket 
Socket 
Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Std. 
Std. 
Std. 
Std. 
Std. 


Socket 
Socket 
Socket 
Socket 
Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


eo © @e@ e|/e © © @ @ 
eee e;/|e @ @ 
eee e/e @ @ 


Deep Socket 
Deep Socket 
Deep Socket 
Deep Socket 
Deep Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Deep Socket 
Deep Socket 
Deep Socket 


Std. 
Std. 


Socket 
Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Std. 
Std. 
Std. 
Std. 
Std. 


Socket 
Socket 
Socket 
Socket 
Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Std. 
Std. 
Std. 
Std. 


Socket 
Socket 
Socket 
Socket 


Deep Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Deep Socket 
Deep Socket 
Deep Socket 
Deep Socket 
Deep Socket 


6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 
6 Pt. 


Deep Socket 
Deep Socket 
Deep Socket 
Ratchet 

Tuff 1®Ratchet 


6 Pt. 
6 Pt. 
6 Pt. 


Flex Bar 
Spinner Handle 
Extension 
Extension 
Extension 


Metal Box 
Plastic Tray 


CAtisTrion 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 


SK HAND TOOLS 


3/8" DRIVE 
SOCKETS 
AND 

DRIVE TOOLS 


CAUTION 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 


Sk HAND TOOLS 


¥_” Drive Tuff 1° Reversible Ratchet 


FED GGGW-641E 
ANS! B107.10M-87 


P A B c C D 
45175 8 1.18 0.54 0.62 7.50 
43175 8 1.18 0.54 0.62 10.25 


wes a A B = HEAD DEPTH ¢ 
———— a F E 
—- = D 


45775 
45875 (Bent) 


1.18 
1.18 


0.53 
0.53 


0.62 
0.62 


10.75 
10.75 


9.30 
10.00 


1.59 
0.63 


¥" Drive Tuff 1° Roto Ratchet 


-F 
7~B = HEAD DEPTH Cc 
A 
== ; 
C Oe EOE 
43875 1.69 0.53 0.62 10.50 10.03 0.63 
¥%” Drive Tuff 1° Ratchet Sets 
-PART# DESCRIPTION oo 
No. 4501 = %” Drive Tuff 1© Long and Bent Handle Flex Ratchet Set* 
43175 %" Drive Tuff 1© Long Reversible Ratchet 
45875 %" Drive Tuff 1© Bent Handle Flex Reversible Ratchet 
No. 8804 1%” & %” Drive Tuff 1© Ratchet Set* 
40975 14” Drive Tuff 1© Reversible Ratchet 
45175 %” Drive Tuff 1© Reversible Ratchet 
No. 8805 %” Drive Tuff 1® Regular and Long Ratchet Set* 
43175 %" Drive Tuff 1 Long Reversible Ratchet 
45175 %” Drive Tuff 1© Reversible Ratchet 


“Standard pack contains five ratchet trays in a counter merchandiser; must order in multiples of 5 


| The Tuft 1'Ratchet 


No. 4501* - 36” Drive Tuff 1© 
Long and Bent Handle Flex 
Head Ratchet Set 


No. 8804* 1%” & %” Drive 
Tuff 1© Ratchet Set 


No. 8805* %” Drive Tuff 1® 
Regular and Long Handle 
Ratchet Set 


E ¥” Drive Reversible Ratchet 


¥4” Drive Flex Head Handle 


FED GGG-W-641E 
ANSI B107.10M-82 


a A B = HEAD DEPTH 
(So : Se Cc 
' * . ~ = 


451708 1.41 0.73 


A B = HEAD DEPTH 


45152 8 0.87 0.53 0.62 9.59 9.30 


; 45174 1.41 0.73 4.75 
¥_” Drive Flex Head Ratchet ¥%” Drive Speeder Handle 
fie FED GGG-W-641E 
ANSI B107.10M-82 
A B = HEAD DEPTH ¢ = 2s, 


) 37708 1.41 0.53 0.62 10.75 8.78 1.97 


9.97 


) 3870 1.91 0.65 0.66 10.67 


45181 0.38 0.78 3.72 16.75 


ALWAYS 
>a Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


32 & 36” Drive Extensions 


FED GGG-W-641E 
ANS! B107.10M-82 


45159 §=0.49 0.69 1.50 
451608 049 069 3.00 
451618 049 0.69 6.00 


451628 0.49 0.69 12.00 
45163 0.49 0.69 18.00 
45164 0.49 0.69 24.00 


¥g” Drive 


Wobble Extensions 


Ye” Drive 
Locking Extensions 


45169 

451658 0.49 0.69 3.00 
451668 049 069 6.00 
45167 0.49 0.69 8.00 
45168 0.49 0.69 


¥4” Drive Extension Set 


1%” Extension 


45160 3” Extension 
45161 6” Extension 
45162 12” Extension 


CAUTION 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sk HAND TOOLS 


45185 = 0.70 0.69 7.50 


45186 - 0.70 0.69 13.60 
45187 = 0.70 0.69 19.60 
45188 = 0.70 0.69 25.50 


¥%"” Drive 
Universal Joint 


FED GGG-W-641E 


ANSI B107.10M-82 s 
=" 
) Le 


45190 8 0.75 1.94 


45185 6” Locking Extension 
45186 12” Locking Extension 
45187 18” Locking Extension 


¥_” Drive Adapters 


FED GGG-W-641E 
ANSI B107.10M-82 a> 
e 


€>=> 


a 


¥e"F-Ve"M 384 #* 0.68 1.20 
Va"F-¥e"M 385 8 0.50 0.95 
vA"F-3e"M 401 #* 0.88 1.38 
¥e"F-Voe"M 4518 0.69 1.31 


“Reducing adapters are not covered by the 
SK Warranty 


¥e" Drive 
impact Adapters 


¥e” Drive 
Impact Extensions 


Ve"F-3e"M 45686"~ .80 1.44 


*Reducing adapters are not covered by the 
SK Warranty 


45680 - .80 50 = 3.00 
45681 - .80 00 ~=—-6.00 


¥4" Drive Impact Accessory Set 


3” Wobble Extension 
6” Wobble Extension 
8” Wobble Extension 
12” Wobble Extension 


DESCRIPTION 


3” Impact Extension 
6” Impact Extension 
Ve"F to ¥e" Impact Adapter 


ALWAYS 
>a Wear Safety goggles to protect 
your eyes. 


HAND TOOLS 


¥_” Drive 6 Pt. Fractional Sockets 


FED GGG W-64 FED GGG-W-641E 


FED GGG-W-641E 


ANSI B107 1-78 ANSI B107 1 78 ANS! B107 1-78 
A~ 
E 
" 
c 
D 
= 
— B— 


451088 0.40 069 041 0.92 0.41 || 40408= 040 069 1.26 1.76 0.16 
She" 451108 0.47 069 043 0.94 0.43 || 40410- 047 069 1.26 1.76 0.16 
%" 451128 0.55 0.69 045 0.96 0.45 || 404128 0.55 069 1.26 1.76 0.16 || 406128 0.52 0.69 1.67 0.22 
the" 451148 0.62 0.69 0.47 0.98 0.47 || 404148 0.62 069 1.30 1.76 0.22 || 406148 0.62 0.69 1.67 0.22 
yr | 451168 0.71 0.71 049 1.00 0.27 || 404168 0.71 0.71 1.30 1.76 0.27 || 406168 0.72 0.72 1.71 0.25 
Ae" 451188 0.81 0.81 0.62 1.03 0.33 || 404188 0.81 0.81 1.34 1.89 0.33 |) 406188 0.75 0.81 1.76 0.27 
5" 450208 0.88 088 0.66 1.06 0.38 || 404208 0.88 0.88 2.00 2.51 0.38 || 40620" 0.75 0.88 1.79 0.29 
1%e" 450228 0.94 0.94 0.68 1.08 0.38 || 404228 0.93 0.93 2.00 2.51 0.38 || 40622m 0.75 0.91 1.82 0.30 
ya" 450248 1.00 1.00 0.73 112 0.44 || 404248 1.00 1.00 2.00 251 0.44 || 406248 0.75 1.00 2.04 0.32 
13/46" 450268 1.06 1.06 076 1.16 0.46 || 404268 1.06 1.06 2.00 2.51 0.46 
7" 450288 1.19 119 0.80 1.20 0.50 || 404288 119 119 2.00 251 0.50 
15g" 45030 - 1.25 1.25 0.80 1.20 0.50 || 40430- 1.25 1.25 2.00 2.51 0.50 

i 45032 - 1.31 1.31 0.80 1.20 0.50 || 40432- 131 1.31 2.00 2.51 0.50 


MEW ¥" Drive 12 Pt. Fractional Sockets 


FED GGG-W-641E 
ANSI B107.1-78 


FED GGG-W-641E 
ANSI B107.1-78 


An 
E 
: 


mel 


Cc 


ae alle 
LS 


¥%” Drive Fractional Flare 
Nut Crowfoot Wrenches 
(See Complete Listing on Page 78) 


Lis pal 


MEW. --- Yq" 45208= 040 069 041 092 0.41 42408 = 0.40 069 1.26 1.76 0.16 

56” 45210 0.47 069 043 0.94 0.43 42410 = 0.47 0.69 1.26 1.76 0.16 

3" 45212 0.55 069 045 0.96 0.45 42412 0.55 069 1.26 1.76 0.16 

the” 45214 0.62 0.69 047 0.98 0.47 42414 0.62 069 130 1.76 0.22 

ih | 45216 = 0.71 =~0.71 049 1.00 0.27 42416 0.71 0.71 1.30 1.76 0.27 

6" 45218 0.81 081 062 1.03 0.33 42418 0.81 081 1.34 1.89 0.33 

cAsTIor: 5p" 45120 0.88 088 0.66 1.06 0.38 42420 0.88 088 2.00 251 0.38 

Do not use chrome sockets 1/6" 45122 094 094 068 108 038 || 42422 093 093 200 251 038 

wil impact oF power tools Such use yA" 45124 100 100 O73 112 044 || 42424 100 100 200 251 044 
boul the tool and May also result in 13/46" 45126 1 06 106 0 /6 116 0 46 | 42426 1 06 1 06 2.00 251 0.46. 
~ as 7/3" 45128 119 119 080 120 050 | 42428 119 119 200 2.51 0.50 
15/6” 45130- 125 125 080 1.20 0.54 || 424302 1.25 125 200 251 0.50 


if 45132 = 131 131 080 120 055 42432 - 131 131 2.00 251 0.50 
HAND TOOLS SO nel SS 


¥%%”" Drive 6 Pt. Metric Sockets 


ANSI B107.5M-87 ANSI B107.5M-87 ANSI B107.5M-87 


"Fl 


A~ 


E 
7 
C 


6 mm 306- 0.38 0.63 0.50 1.01 0.50 || 8406- 038 063 1.25 1.75 0.19 
7mm || 3078 0.42 0.69 0.50 1.01 0.50 || 8407= 043 063 1.25 1.75 0.19 
8mm || 3088 0.46 0.69 0.51 1.02 0.51 || 8408= 048 069 1.25 1.75 0.19 
9mm || 3098 0.51 0.69 0.52 1.03 0.16 |) 8409= 052 069 1.25 1.75 0.19 
10mm || 3108 0.57 069 053 1.04 0.19 || 84108 0.57 069 1.25 1.75 0.19 || 405108 0.66 0.69 1.67 0.22 


1imm || 3118 063 069 055 1.06 0.20 |) 84418 063 069 1.25 1.75 0.22 || 405118 0.66 0.69 1.67 0.22 
12mm || 3128 069 069 0.55 1.07 0.24|| 84128 069 069 1.25 1.75 0.33 || 405128 0.72 0.72 1.71 0.25 
13mm || 3138 0.71 0.71 055 1.08 0.27 || 84138 0.71 0.71 1.25 1.75 0.27 || 405138 0.75 0.75 1.76 0.27 
14mm || 3148 0.75 0.75 0.70 1.10 0.33 || 84148 0.75 0.75 142 1.86 0.33 || 405148 0.75 0.78 1.76 0.27 
15mm || 3158 081 081 O70 1.11 0.33 || 84158 081 081 142 1.86 0.41 || 405158 0.75 0.81 1.76 0.27 
) 16mm || 3168 0.88 0.88 0.70 1.13 0.38 || 8416 0.88 0.88 1.78 2.50 0.41 || 405168 0.75 0.88 1.79 0.29 


W7mm || 3178 0.91 0.91 0.70 1.14 0.38 || 84178 0.91 091 206 250 0.41 || 405178 0.75 0.94 1.82 0.30 
18mm || 3188 0.93 0.93 0.72 1.16 0.40 || 8418 0.94 0.94 1.78 2.50 0.41 || 405188 0.75 0.97 2.04 0.32 
19mm || 3198 1.00 1.00 0.74 1.18 0.44 || 84198 1.00 1.00 2.06 2.50 0.44 || 405198 0.75 1.00 2.04 0.32 
20 mm 320= 1.06 1.06 0.76 1.20 0.46 
21 mm 3212 112 142 0.76 1.20 0.47 
22 mm $22—= 116 1.16 0.78 1.22 0.48 
23 mm 323 = 61.19 1.19 0.78 1.22 0.50 

24 mm 824e 1.25 1.25 0.82 1.26 0.55 


ae ae -, i pia 34” Drive Metric Flare Nut 
: ; : ” Drive . Fractiona Crowfoot Wrenches 
No. 4653 = 13 Piece 3%” Drive 12 Pt. Fractional Socket Set Deep Socket Set (Includes (See Complete Listing on Page 78) 
(Includes all the sockets listed on Page 34, 45208 thru 45132, packaged on all the sockets listed on Page 34, 
a Clip rail.) 42408 thru 42432, packaged ona 

clip rail.) 


ALWAYS 
> Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


ANS! B107.5M-87 


An 
E 
: 


ANSI B107.5M-87 


c 


No. 3958 = 18 Piece 

¥e” Drive 12 Pt. Metric 
Socket Set 

(Includes all the sockets listed to 
the right, 2307 thru 2324, packaged 
in a metal tray.) 


8 mm 2308 0.46 0.69 0.50 1.02 0.51 
9mm 2309 0.51 069 0.50 1.03 0.16 8429- 052 0.69 1.25 1.75 0.19 
10 mm 2310 0.57 0.69 053 1.04 0.19 8430 0.57 0.69 1.25 1.75 0.19 
11 on | 2311 0.63 0.69 0.55 1.06 0.19 8431 0.63 0.69 1.25 1.75 0.22 


12 mm 2312 0.69 069 055 1.07 0.24 | 8432 0.69 0.69 1.25 1.75 0.33 
13 mm 2313 0.71 0.71 0.55 1.08 0.27 8433 0.71 0.71 1.25 1.75 0.27 
14 mm 2314 0.75 0.75 0.70 1.10 0.33 8434 0.75 0.75 1.42 1.86 0.33 
15 mm 2315 0.81 0.81 0.70 1.11 0.33 8435 0.81 0.81 1.42 1.86 0.41 
16mm__| |_ 2316 0.88 0.88 070 1.13 0.38 8436 0.88 0.88 1.78 2.50 0.41 
17 mm 2317 0.91 0.91 0.70 1.14 0.38 8437 0.91 0.91 2.06 2.50 0.41 
18 mm 2318 0.93 0.93 0.72 1.16 0.40 8438 0.94 094 1.78 250 0.41 
19 mm 2319 1.00 1.00 0.74 1.18 0.44 8439 1.00 1.00 206 250 0.41 


No. 1871 - 11 Piece 20mm || 2320- 1.06 1.06 0.76 1.20 0.46 
%” Drive 12 Pt. Metric Qimm || 2321- 112 1.12 076 120 0.47 
Deep Socket Set 22mm || 2322- 1.16 116 078 1.22 0.48 
(Includes all the sockets listed 93 win 2323 = 1419 119 0.78 1.22 0.50 
to the right, 8429 thru 8439, 24 mm 2324° 1.25 1.25 0.82 1.26 0.55 


packaged on a clip rail.) 


¥%” Drive Two-In- 


HE ee One Socket 


No. 89023 13 Piece %” Drive 12 Pt. Metric Standard yes 
Do not use chrome sockets (Includes 13 sockets listed above, 2307 thru 2319, packaged in a metal tray.) i. 


with impact or power tools. Such use 
damages the tool, and may also result in 


bodily injury. 
ALWAYS 

» Se Wear safety goggles to protect 44888 0.85 0.27 2.07 0.60 
your eyes. Oil Pressure and Signal Socket 


Sx HAND TOOLS 


No. 4058 - 8 Piece 

%” Drive Fractional Impact 
Socket Set (includes all the 
sockets listed to the right, 45610 
thru 45624, packaged on a clip rail.) 


No. 4078 - 8 Piece 

¥” Drive Fractional Deep 
Impact Socket Set (Includes 
all the sockets listed to the right, 
45360 thru 45374, packaged ona 
Clip rail.) 


No. 4062 - 12 Piece 

¥e" Drive Metric Impact 
Socket Set (Includes all the 
sockets listed to the right, 8958 thru 
8969, packaged on a clip rail.) 


No. 4082 - 12 Piece 

¥e” Drive Metric Deep 
Impact Socket Set (includes 
all sockets listed to the right, 8928 
thru 8939, packaged on a clip rail.) 


FED GGG-W-660-A 


ANS! B107.2-75 


FED GGG-W-641E 


ANSI B107.1-78 


Se" 456108 0.48 0.69 0.37 0.88 0.15 45360 = 048 069 1.96 250 0.15 
3" 456128 056 0.69 037 0.88 0.16 45362- 0.56 0.69 1.96 250 0.24 
er 456148 0.64 0.69 037 0.88 0.22 45364~ 064 069 1.96 250 0.24 
we 456168 0.75 0.75 0.37 0.88 0.23 45366- 0.75 0.75 2.06 250 0.38 
Ae" 456188 0.81 0.81 042 0.88 0.26 45368 = 0.81 0.81 2.06 250 0.38 
5a" 456208 0.88 0.88 042 0.88 0.29 45370 = 0.88 0.88 2.06 2.50 0.38 
Ve" 456228 1.00 1.00 0.53 1.00 0.34 45372 = 1.00 1.00 206 2.50 0.38 
yA" 45624- 1.12 112 053 1.00 0.34 45374- 1.06 1.06 206 250 0.38 


0.48 


8 mm 8958 = 0.88 8928= 048 0.68 1.96 2.50 0.24 
9 mm 8959= 053 069 034 0.88 0.16 8929~= 053 068 1.96 250 0.24 
10mm 8960~- 058 069 034 0.88 0.19 8930~ 057 068 196 250 0.24 
11mm 8961~ 0.64 069 034 0.88 0.22 8931~ 064 068 1.96 250 0.24 
12mm 8962- 0.70 0.75 0.34 0.88 0.24 8932~ 0.70 0.75 1.96 2.50 0.24 
13mm 8963 0.75 0.75 0.34 0.88 0.27 8933 - 0.75 0.75 2.06 250 0.38 
14mm 8964~- 0.81 081 0.44 0.88 0.33 8934- 081 081 2.06 250 0.38 
15mm 8965~ 088 088 044 0.88 0.33 8935~ 088 088 2.06 250 0.38 
16mm 8966~ 1.00 1.00 056 1.00 0.33 8936= 1.00 100 206 250 0.38 
17mm 8967 = 1.00 1.00 056 1.00 0.33 8937 = 1.00 1.00 2.06 250 0.38 
| 18mm 8968= 1.06 1.06 0.62 1.06 0.38 8938 = 112 1.12 2.06 2.50 0.38 
19mm 8969~- 1.06 1.06 062 1.06 0.38 8939- 116 1.16 206 2.50 0.38 


Sk HAND TOOLS 


¥e" Drive Spark Plug Sockets 


HEX SIZE 


REGULAR 


44208 
442418 
442618 


0.85 
0.85 
1.00 


| FED GGG-W-641E 


X-TRA LONG 


0.88 
1.00 
1.06 


1.93 2.37 
1.70 2.12 
2.09 2.53 


0.20 
0.18 
0.23 


442118 


FLEX 


0.88 0.88 


3.43 3.87 0.20 


44808 


44908 


0.75 0.88 


0.75 1.06 


1.82 3.28 0.20 


1.72 3.38 0.23 


¥4” Drive TORX® Bit Sockets 


Ye" 45404 8 0.14 0.69 1.00 2.06 
5/32!” 45405 § 0.17 0.69 1.00 2.06 
he" 45406 8 0.21 0.69 1.00 2.06 
7/32" 45407 8 0.25 0.69 1.00 2.06 
Va" 45408 B 0.28 0.69 1.00 2.06 
Se" 454108 0.35 0.69 1.00 2.06 
Ya" 45412 8 0.43 0.69 1.00 2.06 


45540 8 
45545 & 
45550 8 
45555 i 


0.69 
0.69 
0.69 
0.69 


¥" Drive Metric Hex Bit Sockets ¥" Drive Screwdriver Bit Sockets 


HEXSIZE || F 

2mm 454248 0.09 0.69 1.00 2.06 #4 Slotted || 454718 0.29 0.69 0.69 179 

2.5 mm 45425 0.11 0.69 1.00 2.06 #5 Slotted | | 454720 0.29 0.69 0.69 1.75 
3mm 45426 8 0.13 0.69 1.00 2.06 #6 Slotted | | 45473 8 0.29 0.69 0.69 75 
4mm 45427 8 0.18 0.69 1.00 2.06 Phillips #1 | | 454818 0.29 0.69 0.69 1.75 
5 mm 45428 0.22 0.69 1.00 2.06 Phillips #2 | | 45482 0.29 0.69 0.69 1.75 
6 mm 45430 8 0.27 0.69 1.00 2.06 Phillips #3 | | 45483 & 0.29 0.69 0.69 1.75 
7mm 45431 8 0.31 0.69 1.00 2.06 #2 Pozidriv) | 45492 0.29 0.69 0.69 1.75 
8 mm 45432 Bf 0.36 0.69 1.00 2.06 

10 mm 45434 0.45 0.69 1.00 2.06 


Drive Bit Socket Sets 


T10 — TORX® Bit | ei 3 
Var 42915 T15 TORX® Bit is 
Yar 42920 | 720 TORX®Bit *| 
Yar 42925 | 125  TORX®Bit inl 
Vat 42927. | 127 ——‘TORX® Bit ae 9 
Yar 42930 | 730 TORX® Bit =| = 
¥Q"" 45540 T40 TORX® Bit | * 
3" 45545 | 745  TORX® Bit |) is 
) 3g" 45550 | 150  TORX®Bit e |e 
Yel" 45555 T55 TORX® Bit ae 
If" 45404 Vg" Hex Bit Fractionai : 
3g" 45405 5/32” Hex Bit Fractional ¢ : 
3g" 45406 6" Hex Bit Fractional ° . 
Yer" 45407 | 7%" Hex Bit Fractional | = 
¥l" 45408 vj," Hex Bit Fractional : ks 
3g" 45410 5/6" Hex Bit Fractional : . 
3g" 45412 | 34" Hex Bit Fractional ° . 
Ye" | 45424 2mm Hex Bit Metric 54 
3g" 45425 2.5mm _ Hex Bit Metric ° 
¥Q" 45426 3mm __ Hex Bit Metric ° 
3g!" 45427 4mm Hex Bit Metric : e 
3g” 45428 5mm Hex Bit Metric ° 5 
3g" 45430 6mm Hex Bit Metric af . 
I~" 45431 7mm Hex Bit Metric . ‘ 
| 94" 45432 8mm Hex Bit Metric ° ° 
| 3” 45434 10mm_ Hex Bit Metric ° ° 
¥Q" 45471 #4 Screwdriver Bit Slotted ° . 
| 3" 45472 | #5 Screwdriver Bit Slotted ° ° 
| 34" 45473 | #6 Screwdriver Bit Slotted ° ° 
¥Q" 45481 Al Screwdriver Bit Phillips : : 
| 34" 45482 #2 Screwdriver Bit Phillips ° ® 
3g" 45483 #3 Screwdriver Bit Phillips : * 
¥_l" 45492 #2 Screwdriver Bit POZIDRIV ° ° 
al" 41216 yy" Hex Bit Fractional * 
Vol" 41218 6" Hex Bit Fractional : 
Yl" 41220 5p" Hex Bit Fractional e 
Yl" 41412 12mm _— Hex Bit Metric ° 
} yr 41414 14mm _ Hex Bit Metric ° 
Yl" 41417 17mm_ Hex Bit Metric * 
Plastic Storage Tray i 
Metal Tool Box ° . . 
Metal Rail with Clips p 


T47 
T60 


45647 
45660 


FED GGG 701.23 
ANSI ABCD .73 


0.32 
0.51 


0.69 
0.94 


0.84 
1.18 


1.53 
2.12 
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No. 89019 33 Pc. SuperSet® 
V4" & ¥e" Drive Fractional 
& Metric Bit Socket Set 


No. 19719 9 Piece 36”&14” 
Drive Fractional Hex Bit 
Socket Set 


s “in _— 


No. 19737 7 Piece %” Drive 
Screwdriver Bit Set 


No. 84209 10 Piece 14”&3” 
Drive TORX® Bit Socket Set 


CAUTION 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


ALWAYS 


>= Wear safety goggles to protect 
your eyes. 


Sx HAND TOOLS 


¥4" Drive 6 Pt. Fractional Socket Sets 


45108 V4" — ‘Std. Socket 6 Pt. 
45110 S46” Std. Socket 6 Pt. 
45112 ¥_” Std. Socket 6 Pt. 
45114 7e" Std. Socket 6 Pt. 
45116 vd Std. Socket 6 Pt. 
No. 89013 9 Piece %” Drive 45118 % 6" Std. Socket 6 Pt. 
Fractional Socket Set 45020 | 5” Std. Socket 6 Pt. 
45022 146" Std. Socket 6 Pt. 
45024 ¥" — Std. Socket 6 Pt. 
45026 13/16” Std. Socket 6 Pt. 
45028 7/e" Std. Socket 6 Pt. 
45030 1846” Std. Socket 6 Pt. 
45032 1” Std. Socket 6 Pt. 
40408 var" Deep Socket 6 Pt. 
40410 5/6” Deep Socket__6 Pt. 
40412 ¥_"" Deep Socket 6 Pt. 
40414 746" Deep Socket 6 Pt. 
40416 Vee Deep Socket 6 Pt. 
40418 | %e"  DeepSocket 6 Pt. 
40420 5p" Deep Socket_ 6 Pt. 
No. 4613 - 13 Piece %” 40422 | ‘4c’ Deep Socket 6 Pt. 
Drive Fractional Socket Set 40424 | %” Deep Socket 6 Pt. 
40426 13/16” Deep Socket 6 Pt. 
40428 7/3" Deep Socket 6 Pt. 
40430 186” Deep Socket 6 Pt. 
40432 1” Deep Socket 6 Pt. 
40612 ¥e” Flex Socket 6 Pt. 
40614 7/6" Flex Socket 6 Pt. 
40616 Ya" Flex Socket 6 Pt. 
40618 %6" Flex Socket 6 Pt. 
40620 5" Flex Socket 6 Pt. 
40622 1%s6" Flex Socket 6 Pt. 
40624 ¥f," Flex Socket 6 Pt. 
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4420 5” Spark Plug Socket ° ° e |e 
45170 7 ‘" Ratchet ° ° 
No. 4607 7 Piece %” Drive 45175 | 7 2" Tuff 1 Ratchet o| we) * 
Fractional Flex Socket Set 45159 | 1 2" Extension . 
45160 3” Extension ° e ° * | @ 
45161 6” Extension e |e ° e | e 
45162 12” Extension e ° 
EW 2 2 2 45152 7 Ye" Flex Handle . ° 
45190 Universal Joint ° 
Metal Box ° ° . ° e e ° ‘ 
Metal Tray/Clip Rail ° «|e 
Plastic Tray ° 


No. 4408 8 Piece %” Drive 
Fractional Deep Socket Set MEW 
CAUTION 
Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sk HAND TOOLS 


No. 4413 - 13 Piece 
¥6" Drive Fractional Deep 
Socket Set 


> No. 4517 - 
17 Piece 


3%” Drive 
Fractional 
Socket Set 


18 Piece 
3%” Drive 
Fractional 
Socket Set 


) No. 94520 


(> 


WU 


Tf .3 
hon 
Wl 
Bt BL cdi 


Wi aaa 


No. 89015 27 Piece SuperSet® 3%” Drive 6 Pt. 
Fractional Standard, Deep and Flex Socket Set 


No. 4521 - 
21 Piece 
¥%" Drive 
Fractional 
Socket Set 


No. 94512 
11 Piece 
%" Drive 
Fractional 
Socket Set 


No. 94527 27 Piece %” Drive Fractional Socket Set 


Additional 3/8" Drive Fractional Socket Sets 


No. 4058 8 Pc. Fractional Impact Socket Set ....................0 PAGE 37” 
No. 4078 8 Pc. Fractional Deep Impact Socket Set.................... 37 
No. 4453 13 Pc. Fractional 12 Pt. Deep Socket Set.................... 35 
No. 4653 13 Pc. Fractional 12 Pt. Socket Set.................sscsese 35 
4A LV Aa SS 
Pi i Ps Sa Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


¥6” Drive 6 Pt. Metric Socket Sets 


306 6mm Std. Socket 6 Pt. ° ° ° 
307 7mm Std. Socket 6 Pt. e |e ° ° ° 
308 8mm _ Std. Socket 6 Pt. e|e |e ° ° ° 
309 9mm _ Std. Socket 6 Pt. e |e] e ° . . 
310 10mm Std. Socket 6 Pt. e |e ° ° . ° | e e 
No. 13 13 Piece %” Drive 311 11mm Std. Socket 6 Pt. ee | «lw ff © || = | 
Metric Socket Set 312 12mm Std. Socket 6 Pt. elf e fe]. «| « =» | 
| 313 13mm Std. Socket 6 Pt. ej} e |e ° e |e e | e 
314 14mm Std. Socket 6 Pt. e| «|e e efe ele 
315 15mm Std. Socket 6 Pt. e |e |e e e |e ele 
| 316 16mm Std. Socket 6 Pt. ale ~ [ele oe se 
‘| 317 17 mm Std. Socket 6 Pt. s|s | «| | m 5 le 
i 318 18mm Std. Socket 6 Pt. eo} el] e ° e | a a | @ 
| 319 19mm Std. Socket 6 Pt. | we lw | ce «| 7 aw | * 
320 20mm Std. Socket 6 Pt. . ° ° 
321 21mm Std. Socket 6 Pt. . ° ° 
322 22mm Std. Socket 6 Pt. ° ° ° 
323 23mm Std. Socket 6 Pt. ° ° . 
324 24mm Std. Socket 6 Pt. e ° ° 
8406 6mm _ Deep Socket 6 Pt. «|e 
No. 3919 - 19 Piece 8407 7mm Deep Socket 6 Pt. | o |e 
| ¥e” Drive Metric Socket Set 8408 8mm Deep Socket 6 Pt. e fe 
i 8409 9mm Deep Socket 6 Pt. e | e 
8410 10mm Deep Socket 6 Pt. e |e |e e |e 
| 8411 11mm Deep Socket 6 Pt. * | s e | 2 
; 8412 12mm Deep Socket 6 Pt. ° e je * |e 
} 8413 13 mm Deep Socket 6 Pt. ° e}|e e |e 
8414 14mm Deep Socket 6 Pt. a) ws | « & is 
8415 15mm Deep Socket 6 Pt. e |e]. e |e 
8416 16mm Deep Socket 6 Pt. ae a ° 
| 8417 17mm Deep Socket 6 Pt. ° e je ele 
| 8418 18mm Deep Socket 6 Pt. ° e |e ° 
8419 19mm Deep Socket 6 Pt. e [eo] e o |e 
40510 | 10mm Flex Socket 6 Pt. «| s 
40511 | 11mm Flex Socket 6 Pt. ° 
No. 1854 = 14 Piece 40512 | 12mm Flex Socket 6 Pt. ele 
¥e” Drive Metric Deep 40513 | 13mm Flex Socket 6 Pt. e |e 
Socket Set 40514 | 14mm Flex Socket 6 Pt. e |e 
40515 | 15mm Flex Socket 6 Pt. e | 
| 40516 16mm Flex Socket 6 Pt. ° 
40517 | 17mm Flex Socket 6 Pt. | ef ef 
40518 | 18mm Flex Socket 6 Pt. 
EW er 40519 | 19mm Flex Socket 6 Pt. = | aw 
4420 5" Spark Plug Socket ° . 
i 45170 | 71%" Ratchet e ° 
| 45175 7‘2" Tuff 1 Ratchet e |e ° 
| 45152 | 71%” Flex Handle ° 
CAUTION 45190 Universal Joint ° 
Do not use handles longer than 45160 3" Extension e |e ° ° e 
those listed in this catalog. Do not use 45161 6” Extension 3 . u “ 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 45162 12” ‘Extension ° 
Do not use chrome sockets with Metal Box e |e ° e |e ° 
| impact or power tools. Such use Metal Tray/Clip Rail ° ° ° ° ° 
| damages the tool, and may also result in Plastic Tray 4 
| bodily injury. 


| Sk& HAND TOOLS 


) No. 1822 - 
22 Piece 


No. 1823 - 

24 Piece 
3%” Drive ¥%" Drive 
Metric Socket Metric 
Set Eo Socket Set 

No. 89007 
No. 1839 - 13 Piece 
39 Piece 3%” Drive 
3%" Drive Standard 
Metric Metric 
Socket Set Socket Set 
No. 91820 No. 89012 
22 Piece 7 Piece 
3%” Drive 3¥6” Drive 
Metric Metric Flex 
Socket Set Socket Set 


Additional 3/8 Drive Metric Socket Sets 


No. 1871 11 Pc. Metric 12 Pt. Deep Socket Set.................. PAGE 3G 
No. 3958 18 Pc. Metric 12 Pt. Socket Set ........... cesses 36 
No. 4062 12 Pc. Metric Impact Socket Set ............ esses 37 
No. 4082 12 Pc. Metric Deep Impact Socket Set................s000 37 
No. 89023 13 Pc. Metric 12 Pt. Socket Set .............scsccessessessssesees 36 

4A LAW AA SS 
>B Wear safety goggles to protect 

your eyes. 


No. 89016 33 Piece SuperSet® %” Drive Metric 


Standard, Deep and Flex Socket Set 
Sk HAND TOOLS 


40412 ¥e" Deep Socket 6 Pt. . 
40414 “he” Deep Socket 6 Pt. ° 
40416 ya" Deep Socket 6 Pt. ° 
40418 | %6"  DeepSocket 6 Pt. ° 
40420 5a" Deep Socket _6 Pt. ° 
40422 eo" Deep Socket 6 Pt. ° 
40424 Ys" Deep Socket 6 Pt. . 
40426 13/16" Deep Socket 6 Pt. 
40428 7/a" Deep Socket 6 Pt. 
45112 | %”" — Std. Socket 6 Pt. 
45114 “he” Std. Socket 6 Pt. 
45116 vo" — Std. Socket 6 Pt. 
45118 | %e” Std. Socket 6 Pt. 
45020 5a” Std. Socket 6 Pt. 
45022 iV4e" Std. Socket 6 Pt. 
45024 | %4” Std. Socket 6 Pt. 
308 8mm _ Std. Socket 6 Pt. 
310 10mm Std. Socket 6 Pt. 
312 12mm Std. Socket 6 Pt. 
313 13 mm Std. Socket 6 Pt. 
314 14mm Std. Socket 6 Pt. 
315 15mm Std. Socket 6 Pt. 
316 16mm Std. Socket 6 Pt. 


317 17mm Std. Socket 6 Pt. | 
318 18 mm_Std. Socket 6 Pt. | 
319 19mm Std. Socket 6 Pt. e |e 


8410 10mm Std. Socket 6 Pt. 
8412 12mm Std. Socket 6 Pt. 
8413 13mm Std. Socket 6 Pt. 
8414 14mm _ Std. Socket 6 Pt. 
8415 15mm Std. Socket 6 Pt. 
8416 16mm Std. Socket 6 Pt. 


ele ee 


8417 17mm Std. Socket 6 Pt. ° 

8418 18mm Std. Socket 6 Pt. 

8419 19mm Std. Socket 6 Pt. ill 

4420 5" Spark Plug Socket e | e 

45175 7%" Tuff 1 Ratchet 

45170 7%" Ratchet ° ° 

45160 3” Extension ° ° 

45161 6” Extension . 
Metal Box ° ° 


CAUITIOons 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 
Do not use chrome sockets with 


impact o er tools. Such us . ‘ : . 
rascal thet, ie ae in No. 94539 - 39 Piece %” Drive Metric/Fractional Socket Set 


bodily injury. 


Sk HAND TOOLS 


rFiRst 
iN 
QUALIT YY. 


No. 89018 14” & %” Combination Drive 
23 Piece Fractional Socket Set 


40906 % 6” Std. Socket 1%” Dr. 6 Pt. 
40907 7/32" Std. Socket 4” Dr. 6 Pt. 
40908 Va" ~~ Std. Socket 4” Dr. 6 Pt. 
40909 %2" Std. Socket 14” Dr. 6 Pt. 
} 40910 56" Std. Socket 1” Dr. 6 Pt. 
40911 1%" Std. Socket 4” Dr. 6 Pt. 
40912 34" Std. Socket 1%” Dr. 6 Pt. 
40914 7Ae" Std. Socket 1” Dr. 6 Pt. 
40916 Yo" — Std. Socket 4” Dr. 6 Pt. 
40954 Spinner Handle 
40961 2” Extension 
45118 %6" Std. Socket %” Dr. 6 Pt. 
45020 5” Std. Socket %” Dr. 6 Pt. 
45022 1/6" Std. Socket %” Dr. 6 Pt. 
45024 ¥4" Std. Socket 3” Dr. 6 Pt. 
45026 1346” Std. Socket %e” Dr. 6 Pt. 
45028 7" Std. Socket 9%” Dr. 6 Pt. 
40414 he" Dp. Socket %” Dr. 6 Pt. 
| 40416 Yo" — Dp. Socket %” Dr. 6 Pt. 
40418 %e" Dp. Socket _%” Dr. 6 Pt. 
384 ¥q"F-1/a" M Adapter 
45175 7-12" Tuff 1° Ratchet 
45161 6” Extension 
Metal Tool Box 


RLV AY SS 


) >2 Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


1/2" DRIVE 
SOCKETS 
AND 
DRIVE TOOLS 


CAUTION: 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 


Sk HAND TOOLS 


FED GGG-W-641E 
ANSI B107.10M-82 


A B = HEAD DEPTH c 
oN 
D 


42475 8 0.75 
40175 1.66 0.74 0.75 


%" Drive Tuff 1° Flex Head Ratchet 


A B = HEAD DEPTH ¢ 
ZN 
ka) a 

F 5 —— 


42775 1.19 0.74 0.75 17.22 15.03 2.19 


v2" Drive Reversible Ratchet 


FED GGG-W-641E 
ANSI B107.10M-82 


A B = HEAD DEPTH Cc 
{ D 


424708 1.88 0.80 0.84 10.25 
401708 1.94 0.80 0.81 15.06 


Ya" Drive Flex Head Handle 


A B= HEAD DEPTH C 
b E 
L D : 


41652 8 Ts 0.73 0.75 15.42 15.03 


Ya" Drive 


Universal Joint 


FED GGG-W-641E 
ANS! B107.10M-82 


40190 8 0.93 2.33 


} 1%" Drive Speeder Handle ¥%" Drive Fractional Hex Bit Sockets 


FED GGG-W-641E 
ANSI B107.10M-82 


A C B 
_——_— 


4.53 


yy 


2" Drive Adapters 


¥%" Drive Extensions 


FED GGG-W-641E 

ANS! B107.10M-82. > 
& 
——' 
4 


>> 


ee 


FED GGG-W-641E 
ANS! B107,10M-82 


‘LB 
p LS 


aca | 
; 


Va"F-3/a"M 
Ve"F-3/4"M 407 


4018* 0.88 1.38 
0.94 1.88 
Ya"F-Vo"M 409* 1.38 2.00 
¥e"F-Ve"M 4518 0.69 1.31 


*Reducing adapters are not covered by the 
SK Warranty 


¥%" Drive 
Impact Adapter 


40160 
40161 8 
401628 
40163 


¥” Drive 
impact Extensions 


¥4"F-Vo"M 84609* 1.40 2.09 


“Reducing adapters are not covered by the 
SK Warranty 


Oe 
46160 066 1.00 3.00 
46161 0.66 1.00 5.00 


0.57 


Wess 41216 
%6" 41218 0.65 
Sal" 41220 0.72 


0.88 


1.63 3.13 
1.00 1.67 3.13 
1.13 1.67 3.13 


12 mm 41412 0.54 
14 mm 41414 0.63 
17 mm 41417 0.77 


0.88 1.70 3.13 
0.94 1.71 3.13 
1.19 1.67 3.13 


No. 19719 9 Piece %” & 12” 
Drive Fractional Hex Bit 
Socket Set 

(See Complete Lising on Page 39) 


CAUTIOor 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


ALWAYS 
+2 Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


FED GGG-W-641E FED GGG-W-641E 
ANSI B107.1-78 2 ANSI B107.1-78 


ae 

cf 
if 

Lengua 


0.56 088 0.79 146 0.16 
0.64 088 0.79 146 0.22 
0.72 088 0.81 1.48 0.27 41816 
0.78 0.88 0.81 1.48 0.33 41818 0.81 088 2.57 3.25 0.33 
0.88 0.88 0.81 1.48 0.38 41820 0.88 0.88 257 3.25 0.38 


b 075 088 257 3.25 0.27 
| 
L 
0.97 0.97 0.81 1.48 0.38 41822 8 0.97 0.97 257 3.25 0.38 
| 
| 
i 
L 


1.06 1.06 0.87 1.50 0.44 41824 1.06 1.06 257 3.25 0.44 
113 1.13 0.87 1.50 0.46 41826 113 113 2.72 3.25 0.46 
1.19 1.19 1.00 1.62 0.50 41828 118 118 272 3.25 0.50 
1.25 1.25 1.00 1.62 0.54 41830 1.25 1.25 2.72 3.25 0.54 
1.31 1.31 1.00 1.62 0.55 41832 < 131 1.31 2.72 3.25 0.55 
1 60" 1.44 144 1.00 1.72 0.63 41834- 144 144 2.72 3.25 0.63 
114” 150 150 1.05 1.72 0.66 41836 150 150 2.72 3.25 0.66 
1% 169 169 105 1.72 0.75 41840- 169 169 2.72 3.25 0.66 


%" Drive 12 Pt. Fractional Sockets 


| FED GGG-W-641E f FED GGG-W-641E 
ANSI B107.1-78 : ANSI B107.1-78 
ran 


el 40212~= 0.56 0.88 0.81 1.46 0.16 


the" 40214 0.64 088 081 146 0.22 
vp" 40216 0.72 088 081 1.48 0.27 40816 0.75 0.88 258 3.25 0.32 
%/e" 40218 0.78 0.88 081 1.48 0.33 40818 0.81 0.88 258 3.25 0.38 
5a" 40120 0.88 0.88 0.81 1.48 0.33 40820 0.88 0.88 258 3.25 0.43 
he" 40122 0.97 0.97 081 1.48 0.38 40822 0.96 0.96 261 3.25 0.43 
EW See 3" 40124 1.06 1.06 0.87 1.50 0.44 40824 106 1.06 272 3.25 0.49 
‘Sag? 40126 113 1.13 0.87 1.50 0.46 40826 1.13 1.13 2.72 3.25 0.51 
7" 40128 1.19 1.19 1.00 1.62 0.50 40828 179 9.19 2.72 3:25 (0.55 
15/6" 40130 1.25 1.25 1.00 1.62 0.54 40830 1.25 1.25 2.72 3.25 0.59 
ae 40132 1.31 1.31 1.00 1.62 0.55 40832 1.31 1.31 2.72 3.25 0.60 


1 Ae” 40134 1.44 144 1.00 1.72 0.63 40834 1.44 144 272 3.25 0.63 

fis ink dane Shen er ae 1%” 40136 1.50 1.50 1.05 1.72 0.66 40836 1.50 1.50 2.72 3.25 0.66 
with impact or power tools. Such use 1 %e" 40138 1.63 1.63 1.05 1.72 0.66 
damages the tool, and may also result in L 1 Yr 40140 1.69 1.69 1.05 leh? 0.75 40840 = 1.69 1.69 272 3.25 0.66 
bodily injury. 1 Ae” 40142 = 1.82 1.82 1.00 2.02 0.81 
1%” 40144~— 1.88 1.88 1.00 2.02 0.86 


1% || 40146 = 1.96 196 1.00 208 0.91 
Vo" 401 - q 9 i ; i 
SK tan TOOLS 1% 0148- 2.03 2.03 1.00 231 0.75 


CaAUuTIion 


¥2" Drive Fractional Spark Plug Sockets ¥%" Drive 6 Pt. Metric Sockets 


FED GGG-W-641E ANS! B107.5M-87 


4820 8 0.88 0.88 1.76 2.45 0.20 10mm 48210- 0.61 0.88 0.79 1.46 0.19 
4826 8 1.50 1.06 1.76 2.53 0.23 11mm 48211- 0.65 0.88 0.79 1.46 0.22 
12mm 48212 0.70 0.88 0.79 1.46 0.24 
13mm 48213 0.75 0.88 0.79 1.48 0.27 
14mm 48214 0.81 0.88 0.79 1.48 0.33 
15mm 48215 0.85 0.88 0.79 1.48 0.33 
EW. as) a 16mm 48216 0.91 0.91 0.79 1.48 0.38 
17mm 48217 0.94 0.94 0.79 1.48 0.38 
18mm 48218 1.00 1.00 0.85 1.48 0.40 
19mm 48219 1.06 1.06 0.87 1.50 0.44 
20mm 48220 1.09 1.09 0.86 1.50 0.46 
21mm 48221 1.13 1.13 0.87 1.50 0.47 
22mm 48222 1.19 1.19 0.93 1.56 0.48 
) 23mm 48223 1.25 1.25 0.99 1.62 0.50 
24mm 48224 1.31 1.31 0.99 1.62 0.55 
25mm 48225 1.34 1.34 0.99 1.62 0.56 
26mm 48226 1.38 1.38 0.99 1.62 0.58 
27mm 48227 1.44 1.44 1.05 1.%2 0.63 
48228 1.50 


ALWAYS 
»& Wear safety goggles to protect 
your eyes. 


Sk& HAND TOOLS 


14" Drive 12 Pt. Metric Sockets 


ANSI B107.5M-87 


ue 


; : : 48010 = 
NEW 11 mm 40311 0.65 088 0.79 146 0.22 48011 - 0.66 0.81 258 3.25 0.24 
12 mm 40312 0.70 088 0.79 1.46 0.24 48012 0.70 088 258 3.25 0.24 
13 mm 40313 0.73 0.88 0.81 1.48 0.27 48013 0.75 «20.88 «258 3.25 0.27 
14 mm 40314 0.79 0.88 0.81 1.48 0.33 48014 0.80 0.88) «2.58 3.25 0.33 
15 mm 40315 0.85 0.88 0.81 1.48 0.33 48015 §=0.84 088 258 3.25 0.33 
16 mm 40316 0.88 088 0.81 1.48 0.38 48016 0.88 088 258 3.25 0.38 
17 mm 40317 0.94 0.94 0.81 1.48 0.38 48017 0.94 0.94 258 3.25 0.38 
18 mm 40318 0.97 0.97 085 1.48 0.40 40818 0.97 0.97 2.58 3.25 0.40 
19 mm 40319 1.06 1.06 0.87 1.50 0.44 48019 1.06 1.06 258 3.25 0.44 
20 mm 40320 1.06 1.06 0.87 1.50 0.46 48020- 113 113 258 3.25 0.47 
21 mm 40321 1.13 1.13 0.87 1.50 0.47 48021 1.13 113 258 3.25 0.47 
22 mm 40322 1.16 1.16 0.93 1.56 0.51 48022 1.19 119 258 3.25 0.49 
23 mm 40323 1.49 119 0.99 1.62 0.52 48023 1.25 1.25 2.58 3.25 0.50 
24 mm 40324 1.25 1.25 0.99 1.62 0.57 48024 1.31 1.31 2.58 3.25 0.55 
25 mm ’ 40325 1.31 1.31 0.99 1.62 0.58 48025- 131 1.31 2.58 3.25 0.56 
40326 1.38 1.38 0.99 1.62 0.60 48026 1.38 138 258 3.25 0.58 
27 mm 40327 144 144 105 1.72 0.61 48027 144 144 258 3.25 0.63 
28 mm 40328 144 144 105 1.72 0.66 48028 1.50 1.50 2.58 3.25 0.64 
29 mm 40329 1.50 1.50 1.05 1.72 0.69 
30 mm 40330 156 156 1.05 1.72 0.69 48030- 156 156 258 3.25 0.66 
31 mm 40331 1.63 163 1.05 1.72 0.73 
32 mm 40332 163 1.63 1.05 1.72 0.77 48032- 156 156 258 3.25 0.66 
36 mm 40336 1.88 1.88 


Val" 813/16" 46125 8 1.19 0.41 


CAUTION 


Do not use chrome sockets 
with impact or power tools. Such use 


ro ella, %" Drive 6 Pt. Metric Flip Impact Sockets 


Sk& HAND TOOLS 


46119 = 19 0.41 


1%" Drive 6 Pt. Fractional Impact Sockets 


ANSI B107.2-75 ANSI B107.2-75 


461128 0.61 088 077 1.50 0.16 46312 061 088 264 3.25 0.16 
461148 069 088 0.77 1.50 0.22 46314 0.70 088 264 3.25 0.22 


461168 0.79 0.94 0.77 1.50 0.27 463168 0.79 093 264 3.25 0.27 
461188 087 0.94 0.77 1.50 0.33 463188 087 0.93 264 3.25 0.33 
461208 1.00 100 O77 1.50 0.35 463208 1.00 1.00 264 3.25 0.35 
461228 1.06 1.06 077 1.50 0.38 463228 1.06 1.06 264 3.25 0.38 
461248 1.19 119 1.02 1.63 0.44 463248 1.19 1.19 264 3.25 0.44 
461268 1.25 125 1.00 1.63 0.46 463268 1.25 1.25 264 3.25 0.46 
461288 131 1.31 1.00 1.63 0.54 463288 1.31 1.31 284 3.50 0.50 
461308 144 144 #109 1.75 0.54 463308 1.44 144 284 350 0.54 
461328 1.50 150 1.07 1.75 0.55 463328 1.50 1.50 2.84 3.50 0.55 
) 46134 1.56 1.56 1.30 2.00 0.63 46334 1.56 1.56 284 3.50 0.63 


46136- 163 163 1.30 2.00 0.66 46336 163 163 284 3.50 0.66 
46140 - 167 1.79 1.30 2.41 0.63 46340 = 167 1.78 280 344 0.63 


46210 0.67 46410 

11 mm 46211 0.72 0.88 0.96 1.50 0.22 46411 = 0.72 088 250 3.25 0.22 HEN =e 

12 mm 46212 0.77 0.93 0.96 1.50 0.24 46412 0.77 0.94 2.50 3.25 0.24 
) 13 mm 46213 0.80 0.93 0.96 1.50 0.27 46413 0.80 0.94 250 3.25 0.27 

14 mm 46214 0.85 0.93 0.96 1.50 0.33 46414~ 086 094 250 3.25 0.33 
15 mm 46215 1.00 1.00 0.96 1.50 0.33 46415 1.00 1.00 250 325 0.33 
16 mm 46216- 1.06 1.06 0.96 1.50 0.38 46416 - 1.06 1.06 250 325 0.38 
17 mm 46217 1.06 1.06 0.96 1.50 0.38 46417 1.06 106 250 3.25 0.38 
18 mm 46218 142 1.12 0.87 1.50 0.40 46418 113 113 250 3.25 0.40 
19 mm 46219 1.19 1.19 1.00 163 0.44 46419 1.19 1.19 264 325 0.44 
21 mm 46221 1.25 1.25 1.00 1.63 0.47 46421 1.25 1.25 253 3.25 0.47 
22 mm 46222 1.31 1.31 1.00 1.63 0.49 46422 1.31 131 2.78 3.50 0.49 
24 mm 46224 144 144 1.09 1.75 0.55 46424~ 144 144 2.78 3.50 0.55 
25 mm 46225 1.50 1.50 1.09 1.75 0.56 
26 mm 46226 156 1.56 1.30 2.00 0.58 46426- 156 1.56 278 3.50 0.58 
27 mm 46227 = 163 1.63 1.30 2.00 0.58 46427 * 156 156 278 3.50 0.63 
30 mm 46230 169 169 1.30 2.00 0.58 46430- 1.69 1.69 2.78 3.50 0.66 
32 mm 46232 = 1.75 175 1.30 2.41 0.88 46432 - 1.73 1.73 2.78 3.50 0.88 


ALWAYS 
+2 Wear safety goggles to protect 
your eyes. 


HAND TOOLS 


1" Drive. 6 Pt. Fractional Socket Sets 


40112 3" Std. Socket 6 Pt. 
40114 we’ Std. Socket 6 Pt. 
40116 Yo" Std. Socket 6 Pt. 
40118 %6” Std. Socket 6 Pt. 
41120 5a” Std. Socket 6 Pt. 


No. 4113-6 13 Piece 12” 41122, | 6" Std. Socket 6 Pt. 


Drive Fractional Socket Set 41124 | %" ~— Std. Socket 6 Pt. 
41126 13/16” Std. Socket 6 Pt. 


41128 7" Std. Socket 6 Pt. 
41130 1546” Std. Socket 6 Pt. 
41132 1" Std. Socket 6 Pt. 
41134 1 %e" Std. Socket 6 Pt. 
41136 1%" Std. Socket 6 Pt. 
41140 1%" Std. Socket 6 Pt. 
41816 | %”" Deep Socket _6 Pt. 
41818 | %e"  DeepSocket 6 Pt. 
41820 5/e" Deep Socket 6 Pt. 
41822 1%6" Deep Socket 6 Pt. 
41824 | %”"  DeepSocket 6 Pt. 
41826 13/16” Deep Socket 6 Pt. 


No. 4818 8 Piece 12” Drive 41828 | 7%"  DeepSocket 6 Pt. 


Fractional Deep Socket Set 41830 | '%6” Deep Socket 6 Pt. 
41832 i” Deep Socket 6 Pt. 


41834 1 %4e” Deep Socket 6 Pt. 
41836 | 1%" Deep Socket_6 Pt. 
41840 1%" Deep Socket 6 Pt. 
4820 5" Spark Plug Socket 
40190 Universal Joint 
42475 | 10” Tuff 1© Ratchet 
42470 10” ~— Ratchet 

41652 16” —_‘- Flex Handle 

40160 or Extension 

40161 oF Extension 

40162 10”. Extension 

Metal Box 


No. 4822 - 12 Piece Metal Tray 
¥" Drive 6 Pt. Fractional 
Deep Socket Set 


+ 


No. 4112-6 12 Piece 
¥" Drive Fractional 


MEW — Socket Set 


CcCAUTIOon 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 
Do not use chrome sockets with 
impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sk& HAND TOOLS 


No. 4116-6 


16 Piece 
Ye" Drive 
Fractional 
Socket Set 
No. 4118-6 - 
18 Piece 
”" H 
Eaten No. 4126 26 Piece 1” Dr. Fractional Socket Set 
6 Pt. Socket 
Set — 
40114 7/Ae" Std. Socket 6 Pt. 
40116 Ve" Std. Socket 6 Pt. 
40118 %6” Std. Socket 6 Pt. 
40120 5" Std. Socket 12 Pt. 
40122 1%/e6" Std. Socket 12 Pt. 
40124 ¥4" Std. Socket 12 Pt. 
40126 13/46” Std. Socket 12 Pt. 
40128 7" Std. Socket 12 Pt. 
40130 15/6” Std. Socket 12 Pt. 
40132 1” Std. Socket 12 Pt. 
No. 4123-6 40134 1146” Std. Socket 12 Pt. 
23 Piece 40136 1%” Std. Socket 12 Pt. 
" Drive 40140 114” Std. Socket 12 Pt. 
Fractional 4820 5” Spark Plug Socket 
Socket Set 40161 5” Extension 
40162 10” Extension 
40190 Universal Joint 
41652 16” Flex Handle 
42470 1014” Ratchet 
C14 76" Combination Wrench 
C16 V2" Combination Wrench 
C18 % 6” Combination Wrench 
C20 5" Combination Wrench 
C22 1/46” Combination Wrench 
C24 ¥4" Combination Wrench 
C26 1346” Combination Wrench 
Tool Box with Tray 
No. 4128-6 - 
28 Piece 
a Drive 
ractional <_ 4a O33 TFT § coms 
6 Pt. Socket Do not use pipes or other 
Set extensions to increase leverage on the 
wrench. 
ALWAYS 
: a Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


¥" Drive 12 Pt. Fractional Socket Sets 


40114 | %6" Std. Socket 6 Pt. =| =| # : 


40116 | %” Std. Socket 6 Pt. e. |< | @ ° 
40118 | %6" Std. Socket 6 Pt. i ° 


} 

if 

| 40212 | 3%" Std. Socket 12 Pt. 

| 40214 | %e" Std. Socket 12 Pt. 
40216 ye" Std. Socket 12 Pt. 

| 40218 | %6” Std. Socket 12 Pt. 

| 40120 | %” Std. Socket 12 Pt. 

j 40122 | '%6” Std. Socket 12 Pt. 

] 40124 afi" Std. Socket 12 Pt. 

| 40126 | 1/16” Std. Socket 12 Pt. 

40128 | 7%” — Std. Socket 12 Pt. 

i 40130 | '%46” Std. Socket 12 Pt. 

| 40132 | 1” Std. Socket 12 Pt. 

| 40134 | 1%" Std. Socket 12 Pt. 

| 40136 | 1%” Std. Socket 12 Pt. 
40138 | 1%6” Std. Socket 12 Pt. 

| 40140 | 1%” Std. Socket 12 Pt. */| «| ® 
40142 1%” Std. Socket 12 Pt. 
40144 1%” Std. Socket 12 Pt. 

40146 1/6” Std. Socket 12 Pt. 

| 40148 | 11%" Std. Socket 12 Pt. 
40816 yen Deep Socket 12 Pt. 
40818 %6" Deep Socket 12 Pt. 
40820 | %" Deep Socket 12 Pt. 
40822 1%" Deep Socket 12 Pt. 
40824 3/4" Deep Socket 12 Pt. 
40826 | 13/16” Deep Socket 12 Pt. 
40828 7" Deep Socket 12 Pt. 

40830 | ‘%46” Deep Socket 12 Pt. 

i 

i 

| 

| 

| 

i 

| 

| 

| 


No. 4104 ~ 4 Piece 14” 
Drive Large Socket Set 
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No. 4113 13 Piece 12” 
Drive Fractional Socket Set 


ee eeetfe @ @ 
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40832 1 i Deep Socket 12 Pt. 
40834 1 %e" Deep Socket 12 Pt. 
40836 1%" Deep Socket 12 Pt. 
40840 1%" Deep Socket 12 Pt. 


4820 5" _ Spark Plug Socket ° 
40190 Universal Joint ° ° ° No. 4808 8 Piece 14” Drive 
42475 | 10%" Tuff 1© Ratchet . = | 3 Fractional Deep Socket Set 
42470 10 1%” Ratchet ° ° ° 
41652 16” Flex Handle ° ° e ° e e 
40181 18 2” Speeder Handle ° 
40160 2 Extension ° e e 
40161 a” Extension ° ° ° ° ° ° a 
40162 10” ~~‘ Extension ° ° e 
Tool Box with Tray 
Metal Box ° ° ° ° ° ° . ° 
Metal Tray ° 


No. 4119 = 18 Piece 12” 
Drive Fractional Socket Set 


CAUTION 


Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


No. 4812 - 12 Piece 1%” 
Drive 12 Pt. Fractional Deep 
Socket Set 


Sk HAND TOOLS 


No. 4112 
12 Piece 
¥" Drive 
Fractional 
Socket Set 


No. 4116 
16 Piece 
Ye" Drive 
Fractional 
Socket Set 


No. 4118 - 
18 Piece 
Ye" Drive 
Fractional 
Socket Set 


No. 4124 - 
24 Piece 
V2" Drive 
Fractional 
Socket Set 


No. 89025 
21 Piece 
Ye" Drive 
Fractional 
Socket Set 


No. 4123 
23 Piece 
Ye" Drive 
Fractional 
Socket Set 


No. 4128 - 
28 Piece 
Ya" Drive 
Fractional 
Socket Set 


<AtITionri 


Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 


ALY AY S 
xz Wear safety goggles to protect 
your eyes. 


Sk& HAND TOOLS 


No. 1923 - 23 Piece 
¥" Drive 6 Pt. Metric 
Socket Set 


CALLTIONns 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 
Do not use chrome sockets with 
impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


ALYY AY S 
>a, Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


No. 1922 - 
1” Drive 6 Pt. Metric Socket Sets 22 Piece 
Ye" Drive 
12 Pt. Metric 
Socket Set 
Std. Socket 6 Pt. e | e 
48211 11mm Std. Socket 6 Pt. ° ° 
48212 12mm Std. Socket 6 Pt. ° ° 
48213 | 13mm Std. Socket 6 Pt. e |e 
48214 | 14mm Std. Socket 6 Pt. e |e 
48215 | 15mm Std. Socket 6 Pt. ele 
48216 16mm Std. Socket 6 Pt. ° e 
48217 | 17mm Std. Socket 6 Pt. e |e 
48218 | 18mm Std. Socket 6 Pt. e |e No. 1927 
48219 | 19mm Std. Socket 6 Pt. e je 27 Piece 
48220 | 20mm Std. Socket 6 Pt. e |e 1" Drive 
48221 21mm Std. Socket 6 Pt. . e 12 Pt. Metric 
48222 | 22mm Std. Socket 6 Pt. ej e Socket Set 
48223 | 23mm Std. Socket 6 Pt. e je 
48224 | 24mm Std. Socket 6 Pt. ele 
48225 | 25mm Std. Socket 6 Pt. ole 
48226 | 26mm Std. Socket 6 Pt. eo je 
48227 | 27mm Std. Socket 6 Pt. e |e 
48228 | 28mm Std. Socket 6 Pt. e |e 
42475 | 10” Tuff 1© Ratchet . 
41652 16” ‘Flex Handle . 
40161 5 Extension . 
40162 10” ~—_‘ Extension ° 
Mistal Bx . No. 89026 
Socket Rail . 29 Piece 
Ye" Drive 
12 Pt. Metric 
Socket Set 


No. 1959 - 19 Piece 
¥" Drive 6 Pt. Metric 
Socket Set 


No. 1912 12 Piece 12” Drive No. 1916 16 Piece %” Drive 
12 Pt. Metric Socket Set 12 Pt. Metric Socket Set 


%" Drive 12 Pt. Metric Socket Sets 


40310 10mm Std. Socket 12 Pt. ° 
40311 11mm Std. Socket 12 Pt. 
40312 12mm Std. Socket 12 Pt. 
40313 13mm Std. Socket 12 Pt. 
40314 14mm Std. Socket 12 Pt. 
40315 15mm Std. Socket 12 Pt. 
40316 16mm Std. Socket 12 Pt. 
) 40317 17mm Std. Socket 12 Pt. 


No. 1913 13 Piece 12” Drive 
12 Pt. Metric Socket Set 


40318 18mm Std. Socket 12 Pt. 
40319 19mm Std. Socket 12 Pt. 
40320 20 mm Std. Socket 12 Pt. 
40321 21mm Std. Socket 12 Pt. 
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e 


eeee e|e © © © @1|e © © © @ 


e 
eee @e@]|e ee © e@ e1|e © © © e@|e@ © © © @ 


eee e|e @ © @ e/e@ © © © e|e# © © © ee © © @ @ 
eee e|e ee © ee e/e ee © © e1/e@ © © © |e @ @ @ @ 
ee eee|e e © ee @/e# ee © @ e/e@ © © © e/e@ @ © & @ 


40322 | 22mm Std. Socket 12 Pt. e| 

40323 | 23mm Std. Socket 12 Pt. ° 

40324 | 24mm Std. Socket 12 Pt. eo} e 

40325 25mm Std. Socket 12 Pt. ° 

40326 | 26mm Std. Socket 12 Pt. e |e 

40327 27mm Std. Socket 12 Pt. el] e ° 

40328 28 mm Std. Socket 12 Pt. ° ° 

40329 | 29mm Std. Socket 12 Pt. 

40330 | 30mm Std. Socket 12 Pt. . . No. 1919 19 Piece 12” Drive 
40331 31mm Std. Socket 12 Pt. 12 Pt. Metric Socket Set 
40332 | 32mm Std. Socket 12 Pt. ° ° 

40336 | 36mm Std. Socket 12 Pt. 

48010 10 mm Deep Socket 12 Pt. 


48011 11mm Deep Socket 12 Pt. 
48012 12 mm Deep Socket 12 Pt. 
48013 13 mm Deep Socket 12 Pt. 
48014 | 14mm Deep Socket 12 Pt. 
48015 | 15mm Deep Socket 12 Pt. 
48016 16 mm Deep Socket 12 Pt. 
48017 17 mm Deep Socket 12 Pt. 
48018 18mm Deep Socket 12 Pt. 
48019 19mm Deep Socket 12 Pt. 
48020 | 20mm Deep Socket 12 Pt. 
48021 21mm Deep Socket 12 Pt. 
) 48022 22 mm Deep Socket 12 Pt. 


No. 1924 - 24 Piece 2” Drive 

12 Pt. Metric Deep Socket Set 
48023 | 23mm Deep Socket 12 Pt. | 
48024 24 mm Deep Socket 12 Pt. 
48025 25 mm Deep Socket 12 Pt. 
48026 26 mm Deep Socket 12 Pt. 
48027 27 mm Deep Socket 12 Pt. 
48028 | 28mm Deep Socket 12 Pt. 
48030 30 mm Deep Socket 12 Pt. 
48032 | 32mm Deep Socket 12 Pt. 


ae 


4820 | 5%" — Spark Plug Socket ° | 

40190 Universal Joint ° 

42475 | 1014” Tuff 1© Ratchet . . 

42470 10 %4" Ratchet . . . 

41652 16” ‘Flex Handle . ° ° . 

40161 | 5” — Extension . . . . ° No. 1957 - 21 Piece 

40162 | 10” Extension ° ;: ¥%" Drive 12 Pt. Metric Deep 
Tool Box with Tray . Socket Set 
Metal Box . . ° . ° ° 
Metal Tray ° 


[i - - - Sk HAND TOOLS 


No. 89026 12” Dr. 29 Piece Metric Socket Set 


Re 


40310 10mm Std. Socket 12 Pt. 
40311 11mm Std. Socket 12 Pt. 
40312 12mm Std. Socket 12 Pt. 
40313 13mm Std. Socket 12 Pt. 
40314 14mm Std. Socket 12 Pt. 
40315 15mm Std. Socket 12 Pt. 
40316 16mm Std. Socket 12 Pt. 
40317 17mm Std. Socket 12 Pt. 
40318 18mm Std. Socket 12 Pt. 
40319 19mm Std. Socket 12 Pt. 
40320 20mm Std. Socket 12 Pt. 
40321 21mm Std. Socket 12 Pt. 
40322 22mm Std. Socket 12 Pt. 
40323 23mm Std. Socket 12 Pt. 
40324 24mm Std. Socket 12 Pt. 
40325 25mm Std. Socket 12 Pt. 
40326 26mm Std. Socket 12 Pt. 
40327 27mm Std. Socket 12 Pt. 
40328 28mm Std. Socket 12 Pt. 
40329 29mm Std. Socket 12 Pt. _| 
40330 30mm Std. Socket 12 Pt. 
40331 31mm Std. Socket 12 Pt. 
40332 32mm Std. Socket 12 Pt. 
40336 36mm Std. Socket 12 Pt. 
42475 Tuff 1° Ratchet 10 14” 
41652 16” Flex Handle 
40161 Extension 5” 
40162 Extension 10” 
40190 U-Joint 

Tool Box with Tray 


Sk HAND TOOLS 


1 t. Fractional Impact Socket Sets 


Ye" Drive 6 P 


ee 


46112 |%”" Std. Impact Socket 6 Pt. e |e 

46114 |%6" Std. Impact Socket 6 Pt. e |e] e 

46116 {%” Std. Impact Socket 6 Pt. ° e |e 

46118 |%6" Std. Impact Socket 6 Pt. ° e |e 

46120) | %" Std. Impact Socket 6 Pt. 2.) ast |. 

46122 | '%6" Std. Impact Socket 6 Pt. e |] e]e 

46124 |%" Std. Impact Socket 6 Pt. o| «| 

46126 =| "3/16" Std. Impact Socket 6 Pt. ° ej] e 

46128 |%”" Std. Impact Socket 6 Pt. ° ej] e 

46130 | '%e" Std. Impact Socket 6 Pt. ele 

46132 |1” Std. Impact Socket 6 Pt. e | e 

46134 = [1 46” Std. Impact Socket 6 Pt. ej] e 

46136 |1%" Std. Impact Socket 6 Pt. ° 

46140 |11%" Std. Impact Socket 6 Pt. ° 

46312 |%”" Deeplmpact Socket 6 Pt. ° 

46314 |7%6” Deeplmpact Socket 6 Pt. e |e 

46316 (%”  Deeplmpact Socket 6 Pt. * |e 

46318 |%6" Deeplmpact Socket 6 Pt. «|e 

46320 |%"  Deeplmpact Socket 6 Pt. e |e 

46322 | ‘46 Deeplmpact Socket 6 Pt. ele 

46324 |”  Deeplmpact Socket 6 Pt. e |e 

46326 | '%/16" Deeplmpact Socket 6 Pt. ejfe 

46328 (%”  Deeplmpact Socket 6 Pt. e |e 

46330 =| 546” Deeplmpact Socket 6 Pt. ° 

46332 1” —Deep|lmpact Socket 6 Pt. ° 

46334 | 1/46” Deeplmpact Socket 6 Pt. ° 

46336 |1%" Deeplmpact Socket 6 Pt. ° 

46340 |1%" Deeplmpact Socket 6 Pt. ° 
Metal Box ° 
Metal Tray ° ° | 
Metal Rail e |e i 


No. 4018 8 Piece 4” Drive 
Fractional Deep Impact 


Socket Set 


No. 4024 = 14 Piece 
‘e" Drive Fractional Deep 
Impact Socket Set 


No. 4014 - 14 Piece 
Ve" Drive Fractional Impact 
Socket Set 


¥%" Drive 6 Pt. Metric Impact Socket Sets 


46210 10mm Std. Impact Socket 6 Pt. 
46211 11mm Std. Impact Socket 6 Pt. 
46212 12mm Std. Impact Socket 6 Pt. 


46213 13 mm Std. Impact Socket 6 Pt. ° 

46214 14mm Std. Impact Socket 6 Pt. ° 
No. 4008M 8 Piece 12” Drive 46215 15mm Std. Impact Socket 6 Pt. ° 
Metric Impact Socket Set 46216 16mm Std. Impact Socket 6 Pt. 


46217 17mm Std. Impact Socket 6 Pt. 
46218 18mm Std. Impact Socket 6 Pt. 
46219 19mm Std. Impact Socket 6 Pt. 
46221 21mm Std. Impact Socket 6 Pt. 
46222 22mm Std. Impact Socket 6 Pt. 
46224 24mm Std. Impact Socket 6 Pt. 
46225 25mm Std. Impact Socket 6 Pt. 
46226 26mm Std. Impact Socket 6 Pt. 
46227 27 mm Std. Impact Socket 6 Pt. 
46230 30mm Std. Impact Socket 6 Pt. 
46232 32 mm Std. Impact Socket 6 Pt. 


46424 24mm Deeplmpact Socket 6 Pt. 
46426 26mm Deeplmpact Socket 6 Pt. 
46427 27 mm Deeplmpact Socket 6 Pt. 
46430 30mm Deep!lmpact Socket 6 Pt. 
46432 | 32mm Deep|mpact Socket 6 Pt. 


46410 10mm Deep|mpact Socket 6 Pt. | e) « 

46411 | 11mm Deep Impact Socket _6 Pt. e| 

No. 4013 = 12 Piece 14” Dr. 46412 12mm Deep|lmpact Socket 6 Pt. ° e| e 
Metric Impact Socket Set 46413 13mm Deep |lmpact Socket 6 Pt. ei) si] @ 
46414 14mm Deeplmpact Socket 6 Pt. a | « 

) 46415 15mm Deep lmpact Socket 6 Pt. ° e| e 
46416 16mm Deep|mpact Socket 6 Pt. os | © 

46417 17 mm Deep|mpact Socket 6 Pt. e) sei i 

46418 18mm Deep Impact Socket 6 Pt. ei] 2] = 

46419 19mm Deeplmpact Socket 6 Pt. ° e| e 

46421 21mm Deep!lmpact Socket 6 Pt. el] e 

46422 | 22mm Deep|Impact Socket 6 Pt. ‘| 2 ae 


No. 4016 - 18 Piece 14” Dr. Clip Rail «| : 
) Metric Impact Socket Set Metal Tray . 
Metal Box * 


CALUTIGN 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 
Do not use chrome sockets with 
impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


No. 4018M 8 Piece No. 4022 - 12 Piece No. 4027 - 17 Piece 7 
¥" Drive Metric Deep Ye" Drive Metric Deep 2" Drive Metric Deep ) sats oes 18 pret 
Impact Socket Set Impact Socket Set Impact Socket Set your eyes. 


Sk HAND TOOLS 


\ a 


5 


ius 


3/4" DRIVE 


SOCKETS 
AND 
DRIVE TOOLS 


CAUTION 

Do not use handles longer than 
those listed in this catalog. Do not use 
pipes or other extensions to increase 
leverage on the ratchet or flex bar. 


Do not use chrome sockets with 
impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


Sk& HAND TOOLS 


¥%," Drive Reversible Ratchet 


FED GGG-W-641E 
ANS! B107.10M-82 


5 B = HEAD DEPTH c 


——____——_ J ———_- —— 


47170 2.81 1.20 1.12 18.00 


¥%" Drive Flex Head Handle 


cA B = HEAD DEPTH 


47155 1.50 0.97 1.03 18.00 


47153 1.50 0.90 2.36 18.00 1.56 


¥%,” Drive 
Universal Joint 


FED GGG-W-641E 9 =) 
ANSI B107.10M-82 (T= 


47190 1.50 3.69 


¥4" Drive Adapters 


FED GGG-W-641E 
Pa 
ANSI B107.10M-82 e& 


A"F-3/"M 407 1.00 1.88 


Ya"F-Vo"M 409* 1.37 2.00 


¥%4" Drive Extensions 


FED GGG-W-641E 
ANSI B107.10M-82 


UJ-=o 


3 
47163 0.99 1.50 5 
47161 0.99 1.50 8 
47162 0.99 1.50 16 


“Reducing adapters are not covered by the 
SK Warranty 


¥," Drive 12 Pt. Fractional Standard Sockets* ¥4” Drive 12 Pt. Metric Standard Sockets* 


ANS! B107.5M-87 


FED GGG-W-641E 
ANS! B107.1-78 


-_ 

] 74" 47128 1.38 1.38 1.24 1.99 0.69 22 mm 48122 1.38 1.38 1.24 1.99 0.69 
15/6!” 47130 1.38 1.38 1.24 1.99 0.69 23 mm 48123 1.38 1.38 1.24 1.99 0.69 
ly 47132 1.50 1.50 1.24 2.00 0.69 24 mm 48124 1.38 1.38 1.24 1.99 0.69 
1 6” 47134 1.50 1.50 1.15 2.00 0.75 26 mm 48126 1.50 1.38 1.20 1.99 0.69 
11%" 47136 1.63 1.50 1.19 2.06 0.81 27 mm 48127 1.50 1.50 Tals 2.00 0.75 

| 4 Se” 47138 1.69 1.50 1.22 2.13 0.75 28 mm 48128 1.61 1.50 19 2.06 0.81 
114" 47140 1.82 1.56 0.75 2.19 0.75 29 mm 48129 1.66 1.50 1.10 2.06 0.81 
1 Ae” 47142 1.88 1.56 0.77 9.25 0.77 30 mm 48130 1.69 1.50 1.22 2.13 0.81 
1%" || 47144 1.88 1.56 0.78 2.25 0.78 32 mm 48132 1.82 1.56 1.22 2.19 0.75 
1 “Ae” 47146 2.02 1.59 0.88 231 0.88 33 mm 48133 1.88 1.56 1.22 2.20 0.77 
1" || 47148 209 1.59 086 231 0.86 35 mm 48135 188 156 1.22 225 0.78 
1%" 47150 2.09 1.59 0.86 2.31 0.86 36 mm 48136 2.02 1.59 1.30 2.31 0.88 
1 5" 47152 2.16 1.59 1.00 2.39 1.00 38 mm 48138 2.09 1.59 1.30 2.31 0.86 
116" 47154 2.23 1.63 1.00 2.44 1.00 40 mm 48140 2.09 1.59 1.30 2.31 0.86 
13%" 47156 2.44 1.97 1.49 2.63 1.10 41 mm 48141 2.16 1.59 1.50 2.39 1.00 
{ 13/16” 47158 2.49 1.97 1.71 2.95 1.18 42mm || 48142 2.34 LT 1.60 2.63 1.06 
1%" 47160 2.60 1.97 1.76 2.95 1.30 46 mm 48146 2.49 1.97 1.71 2.95 1.18 
iss 47164 2.69 1.97 1 Ln 2.95 1.30 50 mm 48150 2.69 1.97 Ve 2.95 1.30 
2 14" 47168 2.91 2.24 1.84 2.95 1.42 54 mm 48154 2.91 2.24 1.84 2.95 1.42 
2 Val" 47172 3.03 2.24 1.81 2.95 1.42 55 mm 48155 2.94 2.24 1.81 2.95 1.42 

*Part #47140 thru 47172 made by an SK affiliated company in Europe. “All made by an SK affiliated company in Europe. 


No. 94712 34” Drive 13 Piece Metric Standard Socket Set 
(Includes the following part numbers listed above, 48122, 48124, 48127, 
48130, 48132, 48135, 48136, 48138, 48141, 48146, 48150, 48154, 48155, 
packaged in a metal box.) 


ALVA S 
>2 Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


¥q" Drive 6 Pt. Fractional Impact Sockets 


ANSI B107.2-75 


¥," Drive Impact Retaining 


(See Complete Listing on Page 93) O 


Rings & Pins 


5a" 84620 1.10 1.63 056 2.13 0.56 87820 110 163 0.73 311 0.73 


| Sa" 84624 1.23 1.63 056 2.13 0.56 87824 1.23 1.63 0.73 3.11 0.73 
13/46” 84626 1.36 1.63 061 213 0.61 87826 1.36 1.63 1.67 3.11 1.67 
7%" 84628 1.50 1.63 0.61 2.13 0.61 87828 150 163 1.67 3.11 1.67 
| WAC 84630 1.56 1.63 0.61 2.13 0.61 87830 1.56 1.63 1.56 3.11 1.56 

1" 84632 1.63 1.63 061 213 0.61 87832 163 163 156 3.11 1.56 


1 “he” 84634 169 1.69 0.81 213 0.81 87834 169 169 1.60 3.51 2.60 
1%" 84636 1.75 1.75 0.81 213 0.81 87836 1.75 1.75 1.60 3.51 2.60 
1.4" 84640 2.00 1.88 0.91 2.13 0.91 87840 2.00 188 1.77 351 2.77 
1 oe" 84642 2.00 1.88 0.91 2.13 0.91 87842 2.00 195 144 351 2.44 


1%" 84644 2.13 188 0.91 2.25 0.91 87844 2.13 195 148 351 2.48 
1 Ae" 84646 2.13 188 0.91 2.25 0.91 87846 2.18 1:95 1:27 S851 2.27 
1%" 84648 2.31 1.88 0.91 2.50 0.91 87848 281 1:95 1.27 (351 2.27 


1 54" 84650 2.31 1.88 0.92 2.50 0.92 87850 2.31 195 1.35 351 2.35 


Yq" Dr. Budd Wheel Sockets 112” Hex x 146” Sq. 


84680 2.25 2.25 2.25 3.82 0.64 


| CAUTION 
Do not use chrome sockets 


ha ne or power tools. Such ca No. 87914 %” Drive 14 Piece Fractional Deep Impact 
1 teal Socket Set (includes all the items listed above, 87820 thru 87850, 


packaged in a metal box.) 


Sk& HAND TOOLS 


¥%" Drive Impact 
Universal Joint* 


¥%" Drive 


Impact Adapters 


bs 


84690 1.78 


4.21 


*Imported 


9A"F-Ve"M 84609* 1.40 2.09 


Y"F-1"M 84607 1.68 2.75 
1"F-34"M 85609* 2.00 2.75 


1"F-34"M 85607* 2.00 6.06 


¥%" Drive 6 Pt. Metric Impact Sockets 


*Reducing adapters are not covered by the 
SK Warranty 


¥%4" Drive Impact Extensions 


1.00 1.50 10 
1.00 1.50 13 


19mm 84719 1.23 1.65 0.56 2.05 0.56 
21mm 84721 1.36 1.65 0.61 2.05 0.61 
22mm 84722 1.50 1.65 0.55 2.05 0.55 
23mm 84723 1.54 1.65 0.55 2.05 0.55 
24mm 84724 1.57 1.65 0.63 2.05 0.63 
26mm 84726 1.69 1.89 0.63 2.13 0.63 
27mm 84727 1.69 1.89 0.69 2.13 0.69 
28mm 84728 1.77 1.89 0.71 2.28 0.71 
29mm 84729 1.81 1.89 0.79 2.28 0.79 
30mm 84730 1.88 1.89 0.71 2.28 0.71 
32mm 84732 2.00 2.00 0.75 2.32 0.75 
33mm 84733 2.00 2.00 0.79 2.32 0.79 
34mm 84734 2.00 2.00 0.79 2.32 0.79 
35mm 84735 2.13 2.00 0.79 2.32 0.79 
36mm 84736 2.20 2.00 0.95 2.32 0.95 
38mm 84738 2.36 2.28 0.95 2.36 0.95 
41mm 84741 2.48 2.28 1.06 2.36 1.06 
42mm 84742 2.52 2.28 1.06 2.36 1.06 
46mm 84746 it 2.28 1.18 2.48 1.18 


SK HAND TOOLS 


ALY AY S 
Em Wear safety goggles to protect 


your eyes. 


¥%" Drive 12 Pt. Fractional Socket Sets 


: et 

47128 7" Std. Socket 12 Pt. e |e 

47130 15/16” Std. Socket 12 Pt. ° «| © 

47132 1? Std. Socket 12 Pt. e |e 

47134 1 t/1e” Std. Socket 12 Pt. ° «|e 

47136 1 "/e” Std. Socket 12 Pt. ° e |e 
47138 13/16” Std. Socket 12 Pt. ° 

47140 1/4" Std. Socket 12 Pt. ° e |e 

47142 15/16” Std. Socket 12 Pt. ° # | 

| 47144 13/s” Std. Socket 12 Pt. ° e |e 

47146 | 1/16” Std. Socket 12 Pt. ° e[e 

47148 1/2” Std. Socket 12 Pt. ° ej]. 
j 47150 1 %/16” Std. Socket 12 Pt. ° 

| 47152 | 15/18” Std. Socket 12 Pt. e[ «|e 
47154 1 "1/16" Std. Socket 12 Pt. ° 
47156 13/4” Std. Socket 12 Pt. ° 
| 47158 | 1 13/16” Std. Socket 12 Pt. ° 
1 47160 17%" Std. Socket 12 Pt. ° 
47164 ra Std. Socket 12 Pt. ° 
47168 21/8” Std. Socket 12 Pt. ° 
47172 | 21/4" Std. Socket 12 Pt. . 
| 47153 | 18” — Slide T Handle ° 

i 47155 | 19” — Flex Handle “ 
47159 | 3” Extension ° 

! 47161 8" Extension ° ° ° 
i 47162 | 16” Extension ° 
47170 18” ~— Ratchet ° ° 

H Metal Tool Box ° ° 
Metal Tol Box with Tray ° 


CAUTION 
Do not use handles longer than 
those listed in this catalog. Do not use 
| pipes or other extensions to increase 
| leverage on the ratchet or flex bar. 
Do not use chrome sockets with 
PRO eT a EO ee No. 94711 13 Piece %” Drive Fractional Standard Socket Set 
damages the tool, and may also result in 
bodily injury. 


Sk HAND TOOLS 


No. 84414 %” Drive No. 84418 %” Drive 
14 Piece Fractional Impact Socket Set 


18 Piece Metric Impact Socket Set 


84624 34" Imp. Socket 6 Pt. 84719 19mm Imp. Socket 6 Pt. 
84626 1346" Imp. Socket 6 Pt. 84721 21mm Imp. Socket 6 Pt. 
84628 7" Imp. Socket 6 Pt. 84722 22mm Imp. Socket 6 Pt. 
84630 1346” Imp. Socket 6 Pt. 84723 23mm _ Imp. Socket 6 Pt. 
84632 ds Imp. Socket__6 Pt. 84724 24mm Imp. Socket 6 Pt. 
84634 1 %e” Imp. Socket 6 Pt. 84726 26mm Imp. Socket 6 Pt. 
84636 1%" Imp. Socket 6 Pt. 84727 27mm Imp. Socket 6 Pt. 
84640 1%" Imp. Socket 6 Pt. 84728 28mm Imp. Socket 6 Pt. 
84642 1%" Imp. Socket 6 Pt. 84729 29mm Imp. Socket 6 Pt. 
84646 17/6" Imp. Socket_6 Pt. 84730 30mm Imp. Socket 6 Pt. 
84648 1%” Imp. Socket 6 Pt. 84732 32mm Imp. Socket 6 Pt. 
84650 15” Imp. Socket 6 Pt. 84735 35mm Imp. Socket 6 Pt. 
84663 ra Imp. Extension 84736 36mm Imp. Socket 6 Pt. 
84690 Imp. Universal Joint 84738 38mm Imp. Socket 6 Pt. 

Metal Too! Box w/Handle 84741 41mm Imp. Socket 6 Pt. 

Includes Pins and Rings 84742 42mm Imp. Socket 6 Pt. 

84663 ha Imp. Extension 
84690 Imp. Universal Joint 
Metal Tool Box w/Handle 
Includes Pins and Rings 


A LW AY SS 
>2 Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


T’ DRIVE 
SOCKETS 
AND 

DRIVE TOOLS 


CAUTIOonri 

Do not use chrome sockets 
with impact or power tools. Such use 
damages the tool, and may also result in 
bodily injury. 


HAND TOOLS 


85663 1.35 2.19 8 
85667 1.35 2.19 10 
85672 1.35 2.19 13 


1” Drive Impact Adapters 


1"F - 34"M 85609* 2.00 2.15 
1"F - 34”"M 85607* 2.00 6.06 


“Reducing adapters are not covered by the SK Warranty 


1” Drive Universal Joint* 


85690 2.28 4.65 


“Imported 


1” Drive Impact Retaining 
Rings & Pins 
(See Complete Listing on Page 93) 


1” Drive 6 Pt. Fractional Impact Sockets 1” Drive 6 Pt. Metric Impact Sockets 


FED GGG-W-641E 
ANSI B107.2-75 

7" 85628 1.50 2.00 0.63 2.20 0.63 21mm 85721 1.54 2.00 0.67 2.36 0.67 
15/46” 85630 1.65 2.00 0.63 2.20 0.63 22mm 85722 1.57 2.00 0.55 2.20 0.55 
5s 85632 1.69 2.00 0.63 2.20 0.63 23mm 85723 1.61 2.00 0.55 2.20 0.55 
1 “Ae” 85634 1.81 2.00 0.71 2.20 0.71 24mm 85724 1.65 2.00 0.63 2.20 0.63 
114” 85636 1.89 2.00 0.71 2.20 0.71 26mm 85726 Ahih 2.00 0.63 2.20 0.63 
ie 1%" 85638 1.99 2.04 0.87 2.40 0.87 27mm 85727 1.81 2.00 0.63 2.20 0.63 
114" 85640 2.09 2.28 0.87 2.40 0.87 28mm 85728 1.85 2.00 0.63 2.20 0.63 
1 Se” 85642 2.13 2.28 0.87 2.40 0.87 29mm 85729 1.89 2.00 0.63 2.20 0.63 
17/6" 85646 236 2.28 0.95 252 0.95 30mm 85730 1.97 2.28 0.79 240 0.79 
112" 85648 2.40 2.28 0.95 2.52 0.95 32mm 85732 2.09 2.28 0.87 2.40 0.87— 
1%" 85650 2.56 2.28 1.06 72 1.06 35mm 85735 2.24 2.28 0.87 2.40 0.87 
1 56” 85652 2.56 2.51 1.16 2.84 1.16 36mm 85736 2.28 2.28 0.95 2.52 0.95 
1 1%A6" 85654 2.70 2.51 1.16 2.84 1.16 38mm 85738 2.40 2.28 0.95 2.52 0.95 
1 34" 85656 2.70 2.68 1.18 3.08 1.18 41mm 85741 2.56 2.28 1.06 2.72 1.06 
1 13/16" 85658 2.80 2.68 1.18 3.08 1.18 42mm 85742 2.60 2.28 106 2.72 1.06 
17" 85660 2.91 2.68 1.18 3.08 1.18 46mm 85746 2.80 2.68 1.18 3.07 1.18 
a 85664 2.91 2.68 1.18 3.33 1.18 50mm 85750 3.03 2.68 1.30 3.07 1.30 
2 Ve" 85668 3.07 2.68 1.26 3.35 1.26 52mm 85752 2.91 2.44 1.18 3.33 1.18 
54mm 85754 3.07 2.44 1.26 3:35 1.26 
55mm 85755 3.15 2.44 1.26 3.35 1.26 
56mm 85756 3.23 2.44 1.26 3.54 1.26 
1” Dr. Budd Wheel Sockets 112” Hex x 6” Sq. 58mm 85758 3.39 244 1.26 354 1.26 
60mm 85760 3.39 2.44 1.26 3.54 1.26 
| | 65mm 85765 3.46 2.44 1.26 3.66 1.26 
| 70mm 85770 3.86 2.44 1.26 3.81 1.26 


ALWAYS 
bi) Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


i 
| 
i 
! 
; 
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~ offset ratcheting box wrenches. 


SK WRENCHES. 


~~ - - = - < 


FiRsT IN Q uauUALITY. 


BEST IN VALUE... 


TET the comfort and 
finish of SK wrenches to the 
competition. Look at the mirror- 
ike finish on our Superkrome® 
wrenches. Try our new long 
combination wrenches with 
SureGrip® box ends and 
SuperKrome® finish, And 


The best wrenches 
available, produced in 


the USA, using the finest 
manufacturing methods. 


SKK wrenches are: 


= Hot forged from alloy steel 


for maximum strength. 


= Hand ground and polished 


to a smooth finish. 


= SuperKrome® plated for 
long tool life and maximum 
corrosion resistance. 


don't miss our new flare 
nut crowfoot wrenches and 


With SK you get quality, selection, } 
and affordable prices. 


You get 
SK Value. 


SELECTION 
ADJUSTABLE WRENCHES _............---- 
BOXEMO WRENCHES. _. ual 
COMBINATION FLEX WRENCHES .......-----..-- 
COMBINATION WRENCHES .....-......------- 
COMBINATION WRENCHES/LONG PATTERN _ 
FLARE NUT CROWFOOT WRENCHES... 
FLARE NUT WRENCHES... ’ 
HEX KEY WRENCHES ........---.--.--. Wes 

OPEN END WRENCHES... ™ 
PPEWREMGHES iis aah mY 75 p 
RATCHETING BOX WRENCHES .............._-- i7s 


- What does SK Value mean? - 


Tools designed with 
the features that daily 
tool users demand. 


= Wide side profile for a 
comfortable grip when 
pulling on a fastener. 


= Large size markings for 
quick tool selection. 


= SureGrip® box ends on 
our long pattern wrenches 
to drive the side of the hex, 
not the corner. 


= Chamfered box ends to 
help "lead" the wrench on to 
the fastener. 


= Precision broaching to 
insure a tight fit on the 
fastener and reduced 
slippage. 


= Extra steel at the stress 
points of the box and open 
ends to provide more 

strength and reduce spring 
in the open end tips. 


REGULAR 12 PT. LONG PATTERN 12 PT. NeW 


ANSI B107.9-78 


SIZE PART # A Bo D E PART# A B C D £ 


Nt 
7mm || 883078 0.58 0.44 0.17 4.00 0.24 || 88507- 058 044 0.17 563 0.24 
8mm || 883088 0.64 0.53 0.18 4.41 0.27 || 88508- 0.64 0.53 0.18 6.25 0.27 
Qmm || 883098 0.71 059 0.19 464 0.28 || 88509- 071 059 020 650 0.28 
10mm || 883108 0.77 0.62 0.20 4.88 0.30 || 88510= 0.77 062 0.20 675 0.30 
11mm || 883118 0.90 0.71 0.23 5.44 0.30 || 88511 = 0.90 071 0.23 7.38 0.30 
12mm || 883128 0.97 0.77 0.24 5.72 0.32 || 88512= 0.97 0.77 0.24 7.75 0.32 
13mm || 883138 1.03 0.80 0.25 6.03 0.33 || 88513 = 1.03 0.80 0.25 8.00 0.33 
WRENCHES 14mm || 883148 1.16 0.88 0.27 672 0.36 || 88514- 116 0.88 0.27 8.63 0.36 

15mm || 883158 1.23 0.93 0.28 7.13 0.38 || 88515 = 1.23 0.93 0.28 9.00 0.38 
16mm || 883168 1.29 0.96 0.29 7.50 0.40 || 88516 = 1.29 0.96 0.29 925 0.40 
17mm || 883178 1.35 1.00 0.30 7.94 0.41 || 88517- 1.35 1.00 0.30 9.63 0.41 
18mm || 883188 1.42 1.05 0.31 838 0.43 || 88518- 142 1.05 0.31 10.00 0.43 
19mm || 883198 155 113 032 9.25 0.44 || 88519= 1.55 113 0.32 11.00 0.44 
21mm || 883218 1.68 1.23 0.34 10.25 0.46 
22 mm || 883228 1.80 1.30 0.37 11.28 0.47 


C = HEAD DEPTH 


B 
A 
— = HEAD DEPTH T 
D 


BOX END BENT 
AT 15° 


SuperKrome® Fractional Combination Wrenches | 


REGULARGPT. = —t™*s REGULAR 12 PT. 
HED GGG-W:6%E | | ben Gae-w-oser 
ANSI 8107.6-78 a ANSI B107.6-78 


a \ 


2 ee 


HEXSIZE || PART# =A B C D E PART# A B C D E PART# =A B C.D §£ 
Yar 882088 0.58 044 017 4.00 0.24 88408 = 0.58 0.44 017 563 0.24 
Se" 882108 0.64 053 018 4.40 0.27 88410 = 0.64 053 0.18 625 0.27 
Ye" 882128 0.77 0.62 0.20 488 0.30 88412 = 0.77 0.62 0.20 6.75 0.30 
Ae" 882148 0.90 0.71 0.23 544 0.30 88414 - 0.90 0.71 0.23 7.38 0.30 
Yr 882168 1.03 080 0.25 603 0.35 || 88416- 103 080 0.25 800 0.33 
%e" 882188 1.16 088 0.27 672 0.36 || 88418 = 1.16 088 0.27 863 0.36 
5" 882208 1.29 0.96 0.29 7.50 0.40 || 88420- 1.29 0.96 0.29 9.25 0.40 
Me" 882228 142 1.05 031 838 0.43 || 88422- 1.42 1.05 0.31 10.00 0.43 
Ya" 882248 155 1.13 0.32 9.25 0.44 || 88424- 1.55 1.13 0.32 11.00 0.44 
13/16" 882268 1.68 1.23 0.34 10.25 0.46 
er 882288 1.80 1.30 0.37 11.28 0.47 
18/6" 882308 1.93 1.39 0.38 12.44 0.49 
le 88232 2.06 1.47 0.41 13.59 0.52 
1 Ve" 88234 2.19 1.58 0.45 14.88 0.68 
1%" 88236 2.30 1.65 0.47 16.25 0.75 
1%" 88240 2.58 1.86 0.48 17.69 0.75 


SuperKrome™ Fractional SuperKrome” Fractional 

Combination Wrench Sets Long Pattern Combination Wrenches 
: pailabinssi os esa ees 

88208 Va" Wrench 6 Pt. ° ° ° ° 88408 V4" Wrench 12 Pt. ° ° 
88210 | %e6” Wrench 6 Pt. =| «@}| @ | « 88410 546” Wrench 12 Pt. e je 
88212 | %” Wrench 6 Pt. e | @ | @ | 88412 3” Wrench 12 Pt. e |e 
88214 7s” Wrench 6 Pt. ° ° ° ° 88414 7Ae" Wrench 12 Pt. ° ° 
88216 Yo" Wrench 12 Pt. ° ° ° ° 88416 Vo" Wrench 12 Pt. ° ° 
88218 % 6" Wrench 12 Pt. ° ° ° ° 88418 % 6” Wrench 12 Pt. ° ° 
88220. | 5” Wrench 12 Pt. e |e] @ |} 88420 5” Wrench 12 Pt. e |e 
88222 | ‘%46” Wrench 12 Pt. “| & | @ 88422 146” Wrench 12 Pt. ° 
88224 34" Wrench 12 Pt. ° ° ° 88424 3" Wrench 12 Pt. ° 
88226 13/46” Wrench 12 Pt. ° ° 

88228 7" Wrench 12 Pt. ° ° 

88230 1546” Wrench 12 Pt. ° 

88232 1” Wrench 12 Pt. . 

Wrench Rack ° ° ° ° 


No. 86015 - 7 Piece No. 86016 - 9 Piece 
Fractional Long Fractional Long 
Combination Wrench Set Combination Wrench Set 


No. 86010 7 Piece No. 86011 9 Piece 
Fractional Combination Fractional Combination 
Wrench Set Wrench Set EW sai sige. 


Wrench Storage Trays 
(See Complete Listing on Page 19) 


No. 86012 11 Piece No. 86013 13 Piece 
Fractional Combination Fractional Combination 
Wrench Set Wrench Set 


CAs Tionrn 

Do not use pipes or other 
extensions to increase leverage on the 
wrench. 


Sk HAND TOOLS 


SuperKrome® Metric Combination Wrench Sets SuperKrome® Metric 

Long Pattern Combination Wrenches 
88307 7mm Wrench 12 Pt. eo] e¢}]e|e On 
88308 8mm Wrench 12 Pt. ° ° ° ° 88507 7mm Wrench 12 Pt. : 7 
88309 9mm Wrench 12 Pt. ° ° ° ° 

88508 8mm Wrench 12 Pt. e | e 
88310 10 mm Wrench 12 Pt. *| # | « ° 

88509 9mm Wrench 12 Pt. ° ° 
88311 11mm Wrench 12 Pt. e | ¢ |e ° 

88510 10mm Wrench 12 Pt. ej e 
88312 12mm Wrench 12 Pt. ° ° e ° 

88511 11mm Wrench 12 Pt. e[e 
88313 13 mm Wrench 12 Pt. ° ° ° ° 

88512 12mm Wrench 12 Pt. e |e 
88314 14mm Wrench 12 Pt. ° ° e 

88513 13mm Wrench 12 Pt. ° ° 
88315 15 mm Wrench 12 Pt. e|e|e 

88514 14mm Wrench 12 Pt. «|e 
88316 16 mm Wrench 12 Pt. ° ° ° 

88515 15mm Wrench 12 Pt. ele 
88317 17 mm Wrench 12 Pt. ° ° ° 

88516 16mm Wrench 12 Pt. e 
88318 18mm Wrench 12 Pt. ° ° 

88517 17mm Wrench 12 Pt. ° 
88319 19mm Wrench 12 Pt. ° e 

88518 18mm Wrench 12 Pt. ° 
88321 21mm Wrench 12 Pt. ° 88519 19mm Wrench 12 Pt i 
88322 | 22mm Wrench 12 Pt. : a pe 


No. 86025 - 9 Piece 
Metric Long Pattern 
Combination Wrench Set 


No. 86027 - 13 Piece 
Metric Long Pattern | 
Combination Wrench Set 


No. 86021 11 Piece Metric 
Combination Wrench Set 


No. 86020 7 Piece Metric 
Combination Wrench Set 


No. 86022 13 Piece Metric 
Combination Wrench Set 


No. 86023 15 Piece Metric 
Combination Wrench Set 


ALAN AY S 
>= Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


CAUTiIiegonrs 


Do not use pipes or other 
extensions to increase leverage on the 
wrench. 


Sk HAND TOOLS 


Professional Fractional Combination Wrenches 


orl Ph 

FED GGG-W-636E : | | FED GGe-w-636E 

ANSI B107.6-78 ANSI B107.6-78 
SIZE | | PART# A. 8 3G bE PART? A RG 
Ya" C8 0.58 0.44 0.17 4.00 0.24 
Se” C10 0.64 053 018 4.41 0.27 
34" C12 0.77 0.62 0.20 4.88 0.30 
UA C14 0.90 0.71 0.23 5.44 0.30 
elt C16 1.03 0.80 0.25 6.03 0.33 
6" C18 1.16 0.88 0.27 6.72 0.36 
54a!" C20 1.29 0.96 0.29 7.50 0.40 
Ag" C22 1.42 1.05 0.31 8.38 0.43 
af," C24 1.55 1.13 032 9.25 0.44 
13/46” C26 1.68 1.23 0.34 10.25 0.46 
7A C28 1.80 1.30 0.37 11.28 0.47 
15/46” C30 1.93 1.40 0.38 12.44 0.49 
ai C32 2.06 1.47 0.41 13.59 0.52 
1 the” C34 2.19 1.58 0.45 1488 0.68 
1 14" C36 2.32 1.65 0.47 16.25 0.75 
11%" C40 2.58 1.86 0.48 17.69 0.75 
1 Se” C42 2.69 2.00 0.53 18.39 0.83 
1%" C44 2.69 2.00 0.53 1839 0.90 
1 %/e" C46 2.98 2.17 0.59 19.44 0.91 
112" C48 2.98 2.17 0.59 19.44 0.91 
15” C52 3.25 2.25 0.69 22.00 1.00 
1 1%6” C54 3.38 2.25 0.69 23.00 1.00 
1%" C56 3.50 2.25 0.75 25.00 1.00 
113/16” C58 3.50 2.38 0.75 25.00 1.00 
1%” C60 3.81 2.50 0.88 28.00 1.06 
2” C64 4.00 2.63 0.75 28.00 1.06 


C = HEAD DEPTH 
oe 
B 
A 
€ = HEAD DEPTH 


D 
BOX END BENT 


AT 15° 


Professional 12 Pt. Metric 
Combination Wrenches 


7mm 8307 0.58 0.44 O17 400 0.24 

8 mm 8308 0.64 053 018 440 0.27 

9mm 8309 0.71 060 019 460 0.28 
10 mm 8310 0.77 0.61 020 487 0.30 
11mm 8311 0.90 071 0.23 543 0.30 
12 mm 8312 0.97 0.76 0.24 5.71 0.32 
13 mm 8313 1.03 0.80 0.25 6.03 0.33 
14 mm 8314 1.16 0.88 0.27 671 0.36 
15 mm 8315 1.23 0.93 0.28 7.12 0.38 
16 mm 8316 1.29 0.96 0.28 7.50 0.40 
17 mm 8317 1.35 1.02 0.29 7.93 0.41 
18 mm 8318 142 1.04 030 837 0.43 
19 mm 8319 1.55 1.13 0.32 9.25 0.44 
21 mm 8321 1.68 1.22 0.35 10.25 0.45 
22 mm 8322 1.80 1.30 0.37 11.28 0.47 


Professional Fractional Combination Wrench Sets 


C8 Ya" Wrench 6Pt. 
C10 546" Wrench 6 Pt. 
C12 34” Wrench 6Pt. 
C14 jhe" Wrench 6Pt. 
| C16. Yo" Wrench 12 Pt. 
C18 %6" Wrench 12 Pt. 
C20 54” Wrench 12 Pt. 

C22 1%” Wrench 12 Pt. 

C24 34" Wrench 12 Pt. 

C26 13/46” Wrench 12 Pt. 
C28 7" Wrench 12 Pt. 
1846” Wrench 12 Pt. 
i hi Wrench 12 Pt. 
146” Wrench 12 Pt. 
1%" Wrench 12 Pt. 
1%" Wrench 12 Pt. 
1 %6” Wrench 12 Pt. 
1%.” Wrench 12 Pt. 
1 Ae” Wrench 12 Pt. 
11%" Wrench 12 Pt. 
1%” Wrench 12 Pt. 
11%6" Wrench 12 Pt. 
134" Wrench 12 Pt. 
1 13/16” Wrench 12 Pt. 
17%" Wrench 12 Pt. 
C64 a Wrench 12 Pt. 
Pouch ° ° e| 
t Roll o| 


No. 1705 5 Piece Frac. 
Combination Wrench Set 


e ele e@ e@ © e@|/e e@ © @ @ 
ee ele ee © @ e/e@ ee © @& @ 


Combination Wrench Set 


No. 1709 9 Piece Frac. 
Combination Wrench Set 


No. 1712 12 Piece Frac. No. 1713 13 Piece Frac. No. 1714 14 Piece Frac. 
Combination Wrench Set Combination Wrench Set Combination Wrench Set 


ALWAYS 
>2 Wear safety goggles to protect 
your eyes. 


No. 1714-9 14 Piece Frac. No. 1780 8 Piece Frac. No. 1790 6 Pc. Large Frac. SK HAND TOOLS 
Combination Wrench Set Combination Wrench Set Combination Wrench Set 


No. 1707 7 Piece Frac. 


M 


8307 7 mm Wrench 12 Pt. 
8308 8mm Wrench 12 Pt. 
8309 9mm Wrench 12 Pt. 
8310 10 mm Wrench 12 Pt. 
8311 11mm Wrench 12 Pt. 


8312 12 mm Wrench 12 Pt. 
8313 13 mm Wrench 12 Pt. 
8314 14mm Wrench 12 Pt. 
8315 15 mm Wrench 12 Pt. 
8316 16 mm Wrench 12 Pt. 


8317 17 mm Wrench 12 Pt. 
8318 18mm Wrench 12 Pt. 
8319 19mm Wrench 12 Pt. 
8321 21mm Wrench 12 Pt. 
8322 22 mm Wrench 12 Pt. 


Pouch 
Roll 


No. 1807 7 Piece Metric 
Combination Wrench Set 


No. 1811 11 Piece Metric 
Combination Wrench Set 


CaAtsTriaor 


Do not use pipes or other 
extensions to increase leverage on the 
wrench. 


HAND TOOLS 


No. 1809 9 Piece Metric 
Combination Wrench Set 


No. 1815 15 Piece Metric 
Combination Wrench Set 


FED GGG-W-636E 
ANS! B107.6-78 
(Covers Fractional & Metric Wrenches) 


A © = HEAD DEPTH B 
2 D G, 


F810 = 0.63 0.72 0.24 4.13 


Wal X S68" 

¥%" X7/he" FI214 0 0.81 0.88 0.29 5.25 
Vo" xX % 6" F1618 8 0.94 1.03 0.42 6.19 
5" X40” F2022 8 113 1.20 0.45 7.13 
%y" X7" F2428 = 1.28 1.44 0.54 7.63 


9mm X 11mm 8809 # 0.80 0.87 0.29 5.00 
10mm xX 12mm 8810 8 0.82 0.91 0.35 5.57 
13mm xX 14mm 8813 8 0.93 1.03 0.42 6.18 


15mm xX17mm 8815 B= 1.06 1.20 0.50 6.81 
16mm x18mm 8818 He 1.12 1.20 0.44 Tl2 
19mm xX 21mm 8829 = 1.28 1.40 0.56 7.62 


F810 Va" x Ae” Flare Nut Wrench ° 
F1214 34" x 76" Flare Nut Wrench ° ° 
F1618 Vex %e” Flare Nut Wrench ° ° 
F2022 5" x 1/6” Flare Nut Wrench ° ° 
F2428 34" x 7" Flare Nut Wrench ° 

Roll e |e 


Metric SuperKrome® Flare Nut Wrench Sets 


8809 9mm X 11mm Flare Nut Wrench ° ° 
8810 10mm x 12mm Flare Nut Wrench ° ° 
8813 13mm x 14mm Flare Nut Wrench oe] e 
8815 15mm x 17mm Flare Nut Wrench ° 
8818 16mm x 18mm Flare Nut Wrench ° 
8829 19mm X 21mm Flare Nut Wrench ° 

Roll * || 3 


No. 381 = 5 Piece 
Fractional Flare Nut 
Wrench Set w/Roll 


No. 383 3 Piece Fractional 
Flare Nut Wrench Set w/Roll 


No. 373 3 Piece Metric 
Flare Nut Wrench Set w/Roll 


No. 376 - 6 Piece Metric 
Flare Nut Wrench Set w/Roll 


FED GGG-W-0014-05 
A 


C = HEAD DEPTH 


Va" x S/o" RB810 0.59 
Ya" x “Ae” RB1214 0.78 
Ve" x Ae" RB1618 1.00 


5a" x Ya" RB2024 1.31 


0.66 0.39 4.28 87008 - 
0.88 0.39 5.50 87010 = 
1.14 0.50 6.81 87016 = 
1.44 0.50 8.13 87020 - 


0.59 067 039 4.14 
0.79 089 0.39 5.29 
1.00 1.14 0.50 6.56 
1.30 144 050 7.74 


7mmx 8mm| | RB78M 

9mmx10mm| | RB910M 
11mmx12mm| | RB1112M 
13mmx14mm| | RB1314M 
RB1517M 
RB1618M 


87107 = 
87109 = 
87111 = 
87113 = 
87115 = 
87116 = 


No. 340 4 Piece 

Fractional Ratcheting Box 
End Wrench Set (includes 
part numbers RB810 thru RB2024, 
packaged in a pouch.) 


No. 340M 4 Piece 

Metric Ratcheting Box End 
Wrench Set (Includes part 
numbers RB910M thru RB1517M, 
packaged in a pouch.) 

(Not Pictured) 


No. 342 - 4 Piece 
Fractional Offset 
Ratcheting Box End 
Wrench Set (includes part 
numbers 87008 thru 87020, 
packaged in a pouch.) 


No. 343 - 6 Piece 

Metric Offset Ratcheting 
Box End Wrench Set 
(Includes part numbers 87107 
thru 87116, packaged in a pouch.) 


ALWAYS 
>2 Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


Fractional Box End Wrenches 


Ae 
FED GGG-W-636E FED GGG-W-636E 
ANSI B107.6-78 ANSIB107.6-78 


A C = HEAD DEPTH B A C = HEAD DEPTH B 
e——D ‘ D xe] 


%"x%re’ || M1214 = 0.59 0.69 0.27«5.00- || B1214 059 069 0.27 7.94 

The" x Ve" B1416 069 0.78 0.35 8.64 

Yi x%e" || M1618 0.78 0.88 0.33 5.51 || B1618 0.78 0.88 0.36 9.41 

%e" X54" B1820 088 0.96 0.40 10.19 

"xe" || M2022 0.96 1.02 0.40 6.15 

5A" x" B2024 096 111 043 11.06 

"Yael x4" B24 102 1.13 0.44 12.00 

13/16" x 7A" B2628 1.19 130 047 13.03 ' 

"Sho" x1" B3032 136 142 057 14.16 No. 333 3 Piece Fractional 
Short Box End Wrench Set 


M1214 | %" x 7/6” Short Box End Wrench 6 Pt. 
M1618 | %2”x%e" Short Box End Wrench 6 Pt. 
M2022 | %”" x '%46” Short Box End Wrench 6 Pt. 
B1214 | %"x 7/46” Reg Box End Wrench 12 Pt. 
B1416 | 6" x 2" Reg Box End Wrench 12 Pt. 


B1618 Vo" x %6” Reg Box End Wrench 12 Pt. 
B1820 %e6" x 5” Reg Box End Wrench 12 Pt. 
B2024 | %”x%4" Reg Box End Wrench 12 Pt. 
* B2224 1/6” x ¥4”" Reg Box End Wrench 12 Pt. 
B2628 | *°/16” x 7%” Reg Box End Wrench 12 Pt. 
B3032 1&6" x1" Reg Box End Wrench 12 Pt. 
Pouch ° ° 
Roll ° ° 


CAUTION 

Do not use pipes or other 
extensions to increase leverage on the 
wrench. 


No. 350 5 Piece Fractional No. 360 6 Piece Fractional 


Box End Wrench Set Box End Wrench Set 
HAND TOOLS 


Fractional Open End Wrenches 


FED GGG-W-636E 
ANSI B107.6-78 


Val" x Se" 0810 0.58 0.64 0.17 4.48 
Ye" X The" 01214 0.77 0.90 0.21 5.02 
The" x Va" 01416 0.90 1.03 0.24 5.61 
. Ya" x Ie" 01618 1.03 1.06 0.26 6.39 
6" x 5" 01820 1.16 1.29 0.28 7.06 
1/8" x 3/4" 02224 1.41 1:65 0.31 7.97 
13/46" X 7/9" 02628 1.68 1.80 0.36 8.94 
18/46” x 1” 03032 1.93 2.06 0.40 10.06 
Metric Open End Wrenches 
6mm X 7mm 8206 0.55 0.58 0.17 
8mmx 10mm 8208 0.64 0.77 0.20 
Q9mmx 11mm 8209 0.71 0.90 0.23 
12mmxX 13mm 8212 0.97 1.03 0.25 
' 14mmx 15mm 8214 1.16 1.23 0.28 
16mmx 18mm 8216 1.29 1.42 0.31 
17mmx 19mm 8217 1.35 1.55 0.34 
20mm xX 22mm 8220 1.62 1.80 0.37 
21mm xX 23mm 8221 1.68 1.87 0.40 
24mm xX 26mm 8224 1.95 2.11 0.43 
25mm xX 28mm 8225 2.03 2.27 0.47 
27mmX 29mm 8227 2.19 2.35 0.47 
30mm X 32mm 8230 2.44 2.60 0.48 
> Metric Open End Wrench Sets 
8206 6mm xX 7mm Open End Wrench e |e 
8208 8mm X 10mm Open End Wrench ej] e 
8209 9mm X 11mm Open End Wrench e |e 
8212 12mm xX 13mm Open End Wrench e |e 
8214 14mm x 15mm Open End Wrench e |e 
8216 16mm xX 18mm Open End Wrench e |e 
8217 17mm x 19mm Open End Wrench e |e 
8220 20mm xX 22mm Open End Wrench ° 
8221 21mm X 23mm Open End Wrench ° 
8224 | 24mm x 26mm Open End Wrench . 
8225 | 25mm x 28mm Open End Wrench : 
8227 27mm X 29mm Open End Wrench ° 
8230 30mm X 32mm Open End Wrench ° 
Pouch ° 
Roll ° 


Fractional Open End Wrench Sets 


DESCRIPTION 
0810 V4" x 546" Open End Wrench o| «| «@ 
01214 =| %"x 7/6" Open End Wrench ej} e]e 
01416 7/6" x Y2" Open End Wrench ° 
01618 Ya" x %46” Open End Wrench eo] e¢]e 
01820 =| %6" x 5” Open End Wrench ae | eh 8 
02224 1%/6" x 3/4” Open End Wrench *| «| @ 
02628 13/6” x 7" Open End Wrench ° ° 
03032 18/6” x 1” Open End Wrench ° ° 
Pouch e | 2 
Roll . 


No. 550 5 Piece Fractional 
Open End Wrench Set 


No. 508 8 Piece Fractional 
Open End Wrench Set 


No.1837 7 Piece Metric 
Open End Wrench Set 


No. 570 7 Piece Fractional 
Open End Wrench Set 


ALWAYS 
Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


No.1813 13 Piece Metric 
Open End Wrench Set 


78 


Adjustable Wrenches 


Q ; ANSI B107.8M-84 


D 
Y 
A 
C = HEAD DEPTH 


C = HEAD DEPTH a | 

B 

¢ __ fF 
D 


0.23 


0.72 7.00 


ew FC16 1.03 0.75 0.25 7.70 0.53 
Ae" FC18 1.16 0.81 0.27 8.41 0.53 
5" FC20 1.29 0.88 0.29 9.10 0.69 
1g” FC22 1.42 0.97 0.31 9.80 0.69 
Yar FC24 1.55 1.06 0.32 10.50 0.69 


No. 1756 6 Piece Fractional 
Flex Combination Wrench Set 
(Includes all part numbers FC14 thru 
FC24, packaged in a plastic tray.) 


CAUTION 


Do not use pipes or other 
extensions to increase leverage on the 
wrench. 


Sk& HAND TOOLS 


¥g” Drive Fractional Flare Nut Crowfoot Wrenches 


FED GGG-C-1507A 


3g" 42212 = .88 59 38 1.39 
TAB” 42214 - 88 59 38 1.42 
Yl" 42216 = 94 66 42 1.52 
%e" 42218 = TAs fT 45 1.70 
59” 42220 = 13 HE 45 1.70 
1g” 42222 « 1.28 .80 54 1.80 
3/4" 42224 = 1.28 .80 54 1.89 
13) 6" 42226 - 1.44 86 54 1.94 
7" 42228 - 1.44 86 54 1.94 
1 42232 = 1.75 94 56 2.16 
¥_" Drive Metric Flare Nut Crowfoot Wrenches 


9mm || 42309 88 59 38 «1.39 
10mm || 42310 88 59 38 «1.42 
{1mm || 42311 < 88 59 38O«1.42 
12mm || 42312 94 66 42 152 
13mm || 42313 94 66 42 152 
14mm || 42314 = 1.13 77 45. 1.70 
15mm || 42315 1.13 77 45 1.70 
16mm || 42316 < 1.13 77 45 1.70 
17mm || 42317 1.28 80 541.80 
18mm || 42318 1.28 80 54 «1.80 

E 19mm || 42319 1.28 80 54 ‘1.80 


No. 4511 = 11 Piece Metric 
Flare Nut Crowfoot Wrench 


No. 4508 - 10 Pc. Fractional 
Flare Nut Crowfoot Wrench 
Set (Includes all part numbers 
42212 thru 42232, packaged in a 
plastic tray.) 


Set (includes all part numbers 
42309 thru 42319, packaged ina 
plastic tray.) 


Heavy Duty Pipe Wrench* 


No. 19718A 18 Piece Fractional Hex Key Set 


FED GGG--W-631B 


9 Short Wrenches Yao", Vie", Yea", 3/32”, Ve", 5/32”, S16” 
7/2" and 1/4" 
9 Long Wrenches 5/4", Ya2", Ve", a2", 346”, 7/22”, Va", 


Ae” and 3” 
Pouch 


No. 19710 10 Piece Metric Hex Key Set 


10 Wrenches 1.3mm, 1.5mm, 2mm, 2.5mm, 3mm, 4mm, 5mm, 6mm, 
8mm, 10mm 


Pouch 


Stillson Pattern Pipe Wrench* 


87308 8” 1 Not Pictured 
87310 10” 1.00 
87314 14” 1.50 
87318 18” 2.00 
87324 24” 2.50 
87336 36” 3.50 


“Manufactured by an SK affiliated company in Europe. 


9 Wrenches Yao", Vie", Yea", 3/32”, ea", Ve", Yea", 5/22”, and 316” 
Pouch 


7 Wrenches 1.3mm, 1.5mm, 2mm, 2.5mm, 3mm, 4mm, and 5mm 
Pouch 


ALWAYS 
» Wear safety goggles to protect 
your eyes 


HAND TOOLS 


No. 19709 No. 19717 


pea ae 


SK SCREWDRIVERS. 


| 
~- - = - = 4 2. ~ Whatdoes SK Value mean? - q 


FiRsT IN QuUALIT ¥Y. 


Professional Tools designed with 
BEST IN VALUE ._.._. screwdrivers produced features that daily tool 
by using the best users want. 


manufacturing methods. = = Comfortable, square 


: handle design allows you to 
sk ® 
SureGrip generate maximum torque 


uli the SK SureGrip® screwdrivers feature: tee he hand 
" ‘ = Hot forged blades made 
Screwdrivers to other \ from chrome vanadium steel. = Hex bolster on many a 
: screwdrivers lets you 
professional brands. This = Nickel chrome plated generate extra turning 


blades for corrosion resistance power with a wrench. 
and long life. 


screwdriver provides a sure grip 
at both ends. The comfortable 
square handle helps you grips 
the screwdriver even if your 
hands are greasy. The cross 
ground tips help the screwdriver 
grip the fastener. With SK you 
get quality, selection, and 
affordable prices, 


= Precision ground and 
vapor blasted tips to provide a 
firm hold on the screw head. 


You get 
SsKValue. 


SELECTION 


MAGNETIC SCREWDRIVERS AND BITS... nc EE 


ie eS = 


SLOTTED SQUARE SHANK SCREWDRIVER... 1 eg 
TORX® BLADE SCREWDRIVER .......---------- =a 


B 
AL___y = 


€ = HEX BOLSTER ON SHANK 


ANSI B107.15-86 


Ve" x 025” 70044 3.25 0.63 5.50 


SCREWDRIVERS V4" x 045"| | 81001 8 052 095 3.51 70084 425 113 8.00 
VY" x 050" || 81002 8 3.96 1.83 8.25 . 70086 6.25. 143 10.25 
She” x 055" | 81003 # 5.87 0.94 10.19 . 70106 6.25. 1.13 10.25 
34" x 070" || 81004 8 7 a . _ 
9" x 070" || 81005 8 9.00 1.44 13.00 . 70128 8.00 1.25 13.00 


7/6" x 070" | 81006 8 11.00 1.21. 13.50 


2 Square Screwdrivers 
ANSI B107.15-86 : : a 


Ya" x 020" 72081 1.75 113 3.79 
Ya" x 050" | | 83002 4.00 1.00 7.61 72084 4.00 113 8.00 
Ye" x 050" | | 83003 10.00 1.00 14.43 
6" x 055" | 83004 6.00 1.00 10.12 
| 5/6” x .070" 72106 6.00 1.25 10.25 
9." x 055" | | 83005 8.00 112 13.58 
¥" x 070" 72128 8.00 1.25 13.00 
¥e" x 070" 72130 10.00 1.25 15.00 
¥e" x 070" 72132 12.00 1.25 17.00 
“he! x.075" | 83006 10.00 1.25 15.59 


Slotted Cabinet Tip Screwdriver 


ANS! B107.15-86 


wy 


CAUTION 

Do not use a screwdriver as a 
prybar, punch, or chisel. Do not use 
near live wires or for electrical testing. 


85001 8 3.00 0.86 6.56 71064 1.00 400 7.63 


85002 & 10.00 0.93 14.00 71066 1.00 6.00 9.63 
HAND TOOLS 
*Manufactured by an SK affiliated company in Europe. 


§2 @ Phillips Screwdrivers 


= 


-D 
& = HEX BOLSTER ON SHANK 


ANSI B107.15-86 


No. 86001 6 Piece 


® . 
0 820018 252 075 5.94 73000 250 063 475 TORX® Screwdriver 
1 82002 8 1.61 0.94 3.91 73001 3.00 1.00 6.63 Set 
1 82003 & 3.20 0.85 6.90 73002 4.00 1.13 8.00 
1 82004 8 5.80 0.85 9.91 73003 6.00 1.13 10.25 
L 1 820058 10.00 0.85 14.11 73022 1.65 1.13 3.76 
2 820068 176 0.94 4.15 73082 8.00 1.13 12.00 84001 T10x6" TORX® Sowdr 
2 a2oe7e 428 (097 = 869s 84002 T15x6" TORX® Sewdr 
Z 82008 8 9.52 0.97 13.79 . 84003 120x6" TORX® Scwdr 
2 82009 8 13.62 0.97 17.83 ° 84004 125x6" TORX® Scwdr 
3 82010 8 5.80 1.19 10.62 ° 84005 127x6" TORX® Scwdr 
i a 84006 130x6" TORX® Sewdr 
Tray 
TORX® SureGrip® Screwdrivers* 
ANS! B107.15-86 
T10 84001 8 6.50 0.72 10.07 
T15 84002 8 5.89 0.87 9.99 
T20 84003 8 5.89 0.84 9.99 
T25 84004 8 5.91 1.00 10.60 
T27 84005 8 5.92 1.18 10.74 
T30 84006 8 5.92 TAZ 10.74 
*Manufactured by an SK affiliated company in Europe. No . 86003 4) Piece 
Square Screwdriver 
Set 
CAUTION : 83002 = %4"x4" Square Scwdr 
Do not use a screwdriver as a 83003 "x10" Square Scwdr 
prybar, punch, or chisel. Do not use 83004 = %6"x6” Square Scwdr 
near live wires or for electrical testing. 83005 "x8" Square Scwdr 


83006 = /6"x12” Square Scwdr 


Tray 
HAND TOOLS 


SureGrip® Screwdriver Sets 


81001 V4" x 12" Round Screwdriver eje e| 2 
81002 Va"x 4" Round Screwdriver e |e el] e 
81003 5/6” x 6” Round Screwdriver e|e e} @ 
81004 3" x 8” Round Screwdriver | 2 *| s 
81005 ¥~" x10" Round Screwdriver e|e ° 
81006 7A” x 12” Round Screwdriver e ° 
82001 #0 x 21/2” Phillips Screwdriver ° ° 
82003 #1 x3" — Phillips Screwdriver ° ° a 
> 82006 =| #2x 11%" Phillips Screwdriver ° ° ° 
eel eeceeir orm be “| *|* No. 86002 6 Piece Phillips © No. 86004 6 Piece Round 
g2011 | #4x8" Phillips Screwdriver : Screwdriver Set Screwdriver Set 


No. 86005 8 Piece No. 86007 6 Piece 
ne Screwdriver  alaeeaes Screwdriver 
et et 


No. 86006 10 Piece Combination Screwdriver Set 


ALY AY S 
by) Wear safety goggles to protect 
your eyes. 


Sk& HAND TOOLS 


Professional Screwdriver Sets 


70044 Ve" x 32” Round Screwdriver ° ° ° 
70084 Ya" x 4" Round Screwdriver ° ° 
70086 Va" x6" Round Screwdriver ° 
71064 %e"x 4” Cabinet Screwdriver ° ° 
71066 36" x 6" Cabinet Screwdriver ° ° ° 
72081 V4" x 14" Square Screwdriver ° “| «@ 
72106 546" x 6” Square Screwdriver ° 
72128 3" x 8" Square Screwdriver ° ° 
72130 ¥4"x 10" Square Screwdriver ° 
73000 #0 x 2%" Phillips Screwdriver ° e|e 
73001 #1 x3” — Phillips Screwdriver ° e}|e 
73002 #2x4” — Phillips Screwdriver ° aye | a 
73003 #3 x6" — Phillips Screwdriver . |) s 
73022 #2. x 11/2" Phillips Screwdriver ° | 2 
Pouch ° ° «| 36 


Magnetic Screwdrivers 


73514 U.S.A. " 
= 


* 73501 Stubby 73531 

* 73502 Stubby None 

*73504 4 In. 73532 

* 73505 4 In. None No. 70612 12 Piece Screwdriver Set 

* 73507 7 In. 73534 

* 73508 7 In. None 
73514 8 4 In. 73521, 73522, 73531, 73533 | 
73517 8 7 In. 73521, 73522, 73531, 73533 | 
73518 7 In. 73522, 73531, 73532, 73533, 

73215, 73220, 73227 | 

73514-3 Replacement Cap None i 


“Handles Without Bit Holder 


CAUTiIicor 


Do not use a screwdriver as a 
prybar, punch, or chisel. Do not use 
near live wires or for electrical testing. 


Sk& HAND TOOLS 


No. 73500 5 Piece Phillips Screwdriver Set 


Screwdriver Bits & Sets For Magnetic Screwdriver Offset Screwdrivers & Sets 


Slotted Bits 70004 ait 4 . 
73531 ‘#4 Slotted Bit 25 1.00 ° 70005 Biel 5 . 
73532 #5 Slotted Bit 220) 1.00 2 70012 #182 4 ¥2" Phillips ° | 
73533 #6 Slotted Bit 25 1.00 . 70034 #384 5 V2" Phillips ° | 
73534 #8 Slotted Bit 25 1.00 . Pouch . 
Phillips Bits 
73521 #1 Phillips Bit 25 1.00 
73522 #2 Phillips Bit 25 1.00 > : ‘ 
| a eae = a : Fractional Hex Nut Drivers & Sets 
POZIDRIV Bit 
73542 #2POZIDRIVBit 25 1.00 . 
TORX® Bits 
73208 18 TORX® Bit 25 1.00 . 
73209 19 TORX® Bit 25 1.00 . 
73210 110 TORX® Bit 25 1.00 ° 
73215 115 TORX® Bit 25 1.00 . 
73220. 120 TORX® Bit 25 1.00 . 
73225. 125 TORX® Bit 25 1.00 ° 
73227. 127 TORX® Bit 25 1.00 . 
73230 130 TORX® Bit 25 1.00 . 
73240 140 TORX® Bit 25 1.00 ° 
Pouch ° ° 


73706 6" 6.63 ° 
73708 Ya" 6.63 ° 
73710 36” 6.63 ° 
73711 11faq" 6.63 ° 
73712 34" 6.63 ° 
73714 he” 7.00 ° 
73716 Ya" 7.00 ° 

Roll ° 


ALY AY S 
) Wear safety goggles to protect 
your eyes. 


Sk HAND TOOLS 


Micrometer Torque Screwdriver Features 


FED GGG-W-0686C = Accuracy of 3% +1 increment 
ANSI B107.14M 


= Easy-to-read English and 
Metric dual scale 


= Double arm, low friction, 
internal design for long life, 
accuracy, and calibration 
retention 


ANAL ive 


= Large, rubber handle for a 
firm grip 


-PART# OVE =—ENGLISH METRIC. «LENGTH 


' 


i 
5 


7703604" 4-36 in. Ib. (.8in. Ib) .28-3.84 Nm (.09Nm) 6.85” 


= Comes with rugged protective 
storage box. 


TORQUE 
WRENCHES ANS! BIO7-4M 


SK offers a complete (\t—9 ff wom mata @ 
selection of Professional/ — — pm 


Industrial grade, made in 
America, torque wrenches 


/ PART 


and screwdrivers. ——— — — 
74025* 3!" 25-250 in.tb. (1 in.tb.) 3.61-29.03 Nm (.11Nm) 13.4” Color Coded Scale 
74100" = %" 10-100 in.lb. (5 in.lb.)  16.9-138.9Nm(.7Nm) 18.0" —_— Color Coded Scale 
74150" A" 20-150 ft.lb (1 ft.lb.) 33.9-210.1Nm(1.4Nm) 20.8" Color Coded Scale 
74250" A" 25-250 ft.lb. (1 ft.b.) 43.4-348.4Nm(1.4Nm) 20.8" Color Coded Scale 
DIAL WRENCH... pact sal | 74600" 2" 100-600 ft.lb. (5 ft.lb.) 140-800 Nm(10Nm) 40.8" Digital 


*Comes with rugged protective storage box. 


MICROMETER SCREWDRIVER (§ES=a 
MICROMETER WRENCH .... [EE ~catures 


= Accuracy: 
ROUND BEAM WRENCH 20-100% of scale - to the right +4% of reading, 


- to the left +6% of reading 
0 - 20% of scale - +2 increments 


= Reversible ratchet head permits torque wrench to be used for left and 
right threaded fasteners 


= English and metric markings are color coded to make them easy-to-read 


= Ball bearing-mounted release mechanism eliminates accuracy variations 


Sen ie s S eae between slow and fast loading. 


Do not use handles longer than 


those listed in this catalog. Do not use i , ‘ ; ; , 
pipes or other en oa to increase = Positive, spring loaded locking mechanism automatically locks in the 


leverage on the ratchet or flex bar. selected reading to prevent accidental change 
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Dial Torque Wrenches with Follower Needle 


FED GGG-W-0686C 
ANSI B107.14M 


\ 


i 


0-150 in.tb. (2.5 in.Ib) 
0-250 in.lb. (5 in.lb.) 


0-18Nm(.5Nm) 10" 
0-30Nm(.5Nm) 10” 


75015* = %" 
75025* 3" 


75060" >" 0-600 in.Ib. (10 in.Ib) 0-70Nm(2Nm) 1474” 
75175* 1" 0-175 ft.lb. (5 ft.lb.)  0-240Nm(5Nm) 2112" 
75250" 14" 0-250 ft.lb. (5 ft.lb.)  0-350Nm(10Nm) 2114" 
75600" 9" 0-600 ft.lb. (10 ft.lb.) 0-800 Nm (20Nm) 4612" 


*Comes with rugged protective storage box. 


Professional Round Beam Torque Wrenches 


with Dual Scale and Memory 


ANSI B107.14M. 


74020-33 %" 0-200 in.Ib. (10 in.Ib) 0-230 cm/kp (10 cm/kp) 11.25” 
74060-33 %" 0-600 in.Ib. (25 in.Ib.) 0-50 ft.lb. (2.5 ft.Ib.) 15.69” 
74015-33 2" 0-150 ft.lb. (5 ft.lb.) 0-1700 in.Ib. (100 in.Ib.) 19.38” 
74200-33 2" 0-200 ft.lb. (10 ft.lb.) 0-28 m/kg (1 m/kg) 21.75" 
74030 Ya" 0-300 ft.lb. (10 ft.lb.) 0-42 m/kp (1 m/kp) 32.69” 


Features 


Accuracy +3% of reading 


Accurately reads torque in 
both left and right directions. 


English/Metric BiPolar dual 
scale permits accurate 
reading of both scales. 


Balanced pointer for 
accuracy. 


Calibrated alloy steel torque 
beam for accuracy and 
long life. 


Features 


Accuracy of +4% of reading. 


Large easy-to-read torque 
values 


Built-in bridge protects the 
scale pointer (most models). 


Pivoted, floating handle helps 
the operator use the wrench 
correctly to obtain accurate 
readings. 


>2 


SK MICROMETER AND 
DIAL TORQUE TOOLS 
WARRANTY 


SK Micrometer and Dial 
Torque Tools are 
guaranteed to be free 
from defects in material 
and workmanship 
for one year from date 
of purchase. Warranty 
service is available from 
warranty centers listed in 
the brochure enclosed with 
each tool. 


SK BEAM TORQUE 
WRENCH WARRANTY 


SK Beam Torque Wrenches 
are guaranteed to be 
accurate and free from 
defects for 90 days from 
the date of purchase. The 
purchaser must validate the 
warranty by returning the 
warranty registration card 
along with a dated sales 
receipt to SK. 


ALAN 4A SS 
Wear safety goggles to protect 
your eyes. 


SK HAND TOOLS 


PLIERS 


The expanded S IK Plier 
Line now includes a new 
family of Production Grade 
Retaining Ring Pliers, three 
new sizes of convertible 
retaining ring pliers, a wire 
stripper, a lock ring plier, 
and a 9” universal side 
cutter. 


BATTERY =... a so | 
COMBINATION... so | 
CRINPING(STRIPPING .... EES 
CUTTING... 
HOSECLANP se | 
LOCK RING 2... so | 
a Mso | 


RETAINING RING... so | 
TONGUE AND GROOVE ... SEES 


Sx HAND TOOLS 


Chain Nose Pliers 


ANSI B107.13M-85 


PARTY DESCRIPTION «= A 

183 4” w/o Cutter 43° «4174 « «4254.43 1.85 
16415 5” with Cutter 48 «#4192 35 5.38 2.06 
16616 § 6” with Cutter 67 204 36 G77 281 
17817 8 7” with Cutter 79 #208 #38 +566 1.61 


16315 6” Curved w/oCutter 36 2.16 139 5.96 2.06 


Cutting Pliers 


FED GGG-P-468A 
ANSI-B107.11M-83 


PART # DESCRIPTION 


181 4” Diagonal Al .89 27 4.23 1.41 


15016 # 6” Diagonal 77 2.06 38 6.09 1.88 
15027 # 7” Diagonal 85 1.95 50 7.35 1.50 
| 16107 8 7” Hvy Dty Diagonal 1.31 1.99 A7 7.14 2.64 
182 4” End Cutter 53 .86 53 4.63 1.20 
18507 7” End Cutter 1.65 1.25 1.23 7.50 67 


Side Cutter Pliers 


ANSI B107.20M-87 


PARE PESCRIPUON AB Be 
180168 6” Lineman's 90 191 050 620 1.50 
48029 = 9” Universal 120 210 055 870 2:35 


[i - - - 


C = HEAD DEPTH 


6” 
WIRE 
STRIPPER 


SK’s new wire stripper features 
an automatic return spring, 
handle lock, and a hardened 
steel pivot bushing. This tool 
will handle wire sized between 
10 and 20 AWG. 


3" 
UNIVERSAL 
PLIER 


The Universal Plier offers the 
gripping jaws and cutting area 
found on lineman’s pliers plus 
a gripping area for small nuts 
and bolts often found in 
control panels. 


LOCK RING 
PLIER 


The new SK lock ring plier 
will handle most lock ring 
applications. The cross 
grooved jaw provides 
extra gripping action 

on the lock ring. 


19488 8” Battery Pliers 1.55 1.75 .29 7.66 3.12 7265 6” Thin Nose 
7206 8 6” Combination 


1.15 2.02 16 6.69 2.89 
1.06 1.84 1 6.56 2.87 
1.17 1.96 16 7.75 = 2.88 


& 7208 8 8" Combination 


7695 = 6” Stripping 1.30 1.96 0.24 6.00 2.00 


7408 § 8” Hose Clamp Pliers 1.52 1.43 


15 7.76 = 3.38 


7698 8 8” Crimping/Stripping 1.31 2.50 56 8.25 4.27 


8.00 1.90 7607 =7” Curved Jaw 
7608 8” Straight Jaw 
7610 10” Curved Jaw 


1.53 1.86 39 7.56 =1.57 
1.63 1.86 50 
1.87 2.09 54 8.84 1.54 


7507 8 7” Pliers 1.51 


2.21 56 6.48 2.48 
75108 10” Pliers 2.00 1.94 11 9.75 3.25 
7516 = 16” Pliers 3.43 3.75 95 16.20 6.90 


CAUTION 

Vinyl covered handles do not 
provide insulation against electrical 
shock from live wires. 


ALWYN AY S 
J Wear safety goggles to protect 
your eyes. 
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S  K< is pleased to offer 
two styles of retaining ring 
pliers, a utility grade for 
general repair and a 
production grade for heavy 
usage customers. These 
production grade pliers 
feature our precision 
machined SureGrip® tip 
which helps keep the 
retaining ring on the tip. In 
addition, these pliers feature 
a wide, comfortable handle 
with a spring return. 


Vinyl covered handles do not 
provide insulation against electrical 


shock from live wires. 


Sk& HAND TOOLS 


PRODUCTION 
GRADE 

These top of the line 
pliers are designed to be 
comfortable, easy-to-use, 
and most importantly, to 
keep the retaining ring on 
the tip. The precision 
machined SureGrip® tip 
features a tapered area 
behind the edge of the tip. 
Rings do not “fly off” a 
SureGrip® tip. Try these 
pliers once and you won't 
go back to utility grade 
retaining ring pliers. 


UTILITY 
GRADE 


These quality retaining 
ring pliers are convertible 
from internal rings to 
external rings. This means 
you only need one plier 

per tip size and angle. 


No. 7648 Tips 


= == 


External Pliers 


FED GGG-P-480E 
ANSI B107.19-87 


suey 


7656 0.65 2.80 0.65 5.50 1.45 


Lisle 


0.65 2.85 0.28 6.00 1.90 
0.65 2.85 0.28 6.00 1.90 
0.70 3.80 0.31 7.20 2.25 
0.75 4.80 0.37 8.40 2.90 


7658 0.77 3.60 0.73 6.80 2.00 


FED GGG-P-480E 
ANSI B107.19-87 


0.95 3.10 0.28 5.70 1.80 
0.95 2.90 0.28 5.70 1.80 
1.25 3.30 0.32 7.10 2.30 
1.42 3.70 0.37 8.40 2.60 


Convertible Retaining Ring Pliers 


FED GGG-P-480E 
ANSI B107.19-87 


7666 1.00 3.30 0.67 5.20 1.40 


7661 
7662 


7668 1.22 3.50 1.75 6.70 1.80 


FED GGG-P-480E 
ANSI B107.19-87 


7638 8 0.31 2.80 0.11 7.60 1.80 
7634 0.26 1.70 0.09 5.90 1.60 
76408 0.31 2.80 0.11 7.60 2.00 
7642 0.44 2.70 0.19 9.30 2.90 


So 


7639 # 0.23 2.80 0.43 5.60 1.30 


7641 0.33 2.80 0.43 7.30 1.67 


FED GGG-P-480E 
ANSI 8107.19-87 


No. 7644 Retaining 


Ring Plier Set 


a 


7645 Internal Ring Plier 


7646 External Ring Plier 
7648 8 Pairs of Tips 


Ni 


| 
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Replacement 
Hammer Handles 


| 
MI 


| 


J 


8512, 8516, 

8524, 8532, 
8632, 8636 
8501-2 8504, 8508, 
8610, 8616 


HAMMERS 4 Replacement Tips for 


Soft Faced Hammer 


BALL PEEN HAMMERS pace EES 
8504 4 10 8516 


= CLAW HANMER 
8508 8 
REPLACEMENT HANDLES . EWE | 512212 —— | oe 


* Hammer produced in USA. Hammer head may be imported. 
REPLACEMENT TIPS ..... [eSSeyam , 


8610-23 Med. and Tough 
RUBBER MALLET __..... | ot | Soft Face Hammers Tips Set for 8610 
8616-23 Med. and Tough 


SOFT FACE HAMMERS _ Tips Set for 8616 
cee 8632-23 Med. and Tough 
Tips Set for 8632 
8610-2 Med. Tip Grey for 
8610 
8610-3 Tough Tip Blue for 
8610 
8616-2 Med. Tip Grey for 
8616 
; 8616-3 Tough Tip Blue for 
8616 
rete 7 i: 8632-2 Med. Tip Grey for 
8632 
baae a2 8 8632-3 Tough Tip Blue for 
8632 


Rubber Mallet 


Wear safety goggles to protect 
your eyes. 
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REBUILD 
KITS 


IMPACT SOCKET 


RINGS & PINS __ _ . 


--- Pace EEE 


FLEX HEAD HANDLES 
PROFESSIONAL RATCHETS .. === 


"T' HANDLE -___ - 


Sk HAND TOOLS 


Includes: Cap, Spring, Pawl, 
Innerbody, Screw, Grease 


Incorrect Photo 
S P.. 


Includes: Spring, Pawl, 
Screw, Grease 


Includes: Screw Only 


Tuff 1° Ratchet Repair Parts 


Includes: Pin and Lockwasher 


40175 42475-2 42475-9 42475-5 
40775 40975-2 40975-9 45175-5 40775-6 
40975 40975-2 40975-9 45175-5 
42475 42475-2 42475-9 42475-5 
42775 __| | 42475-2 42475-9 42475-5 42775-6 
43175 45175-2 40975-9 45175-5 
43875 45175-2 40975-9 45175-5 
45175 45175-2 40975-9 45175-5 
45775 45175-2 40975-9 45175-5 45775-6 
45875 45175-2 40975-9 45175-5 45775-6 
48975 40975-2 [| 40975-9 | 45175-5 


Professional Ratchet Repair Parts G 


Includes: Cap, Innerbody 
Asm, Clip Spring, Grease 


Includes: Cap, Innerbody Asm, 
Ciip Spring, Grease, S| 


oye Pawi, Stem Asm, 


45170-2 45171-2 45170-9 3770-9 
3870 45170-2 45171-2 45170-9 
40170 42470-2 42471-2 42470-9 
40970 40970-2 40970-9 
42470 __ 42470-2 42471-2 LI 42470-9 
45170 45170-2 45171-2 45170-9 
45174 45170-2 45171-2 45170-9 
47170 47170-2 47170-9 
*W/Speed Wheel 


Flex Head Handle ¥%4” Drive T Handle 
Repair Kit Repair Kit 


¥" Drive Impact Socket Retaining Rings & Pins 


Includes: Pin, Lockwasher, 
Square Drive Head 


40952 40952-9 47153-9 


41651 41653-9 

41652 41652-9 

41653 41653-9 

45152 45152-9 

45153 45153-9 : 

tobe Head ileal 84328 1.02” 84528 12” x 1.06” 

47155 47155-9A 84330 1:22" 84530 12” x 1.30” 

New Thicker Head 84334 1.61” 84532 16” x 1.42” 
84336 1.85” 84534 16? & 1.65" 
84346 1.44” 84536 :16” x 1,89” 
84352 1.63” 84540 19" % 1,25" 
1” Drive Impact Socket Retaining Rings & Pins 


85338 1.65” 85538 .20” x 1.69” 


85340 1.88” 85540 19" x 1.75" 
85342 2.32” 85542 20” x 2.32” 
Replacement Hammer Replacement Tips for Soft 
Handles Face Hammer 


(See Complete Listing on Page 91) (See Complete Listing on Page 91) 


Screwdriver Bits for 
Magnetic Screwdrivers - 
(See Complete Listing on Page 85) 


ALY AY S 
2 Wear safety goggles to protect 
your eyes. 
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SK’s FULL LIFETIME WARRANTY 


SK Professional Tools are unconditionally guaranteed against defect in materials and workmanship for 
the life of the tool. SK will replace or repair any tool that fails to give satisfactory service, on condition 
that the tool has not been abused or modified and that it is returned to an authorized warranty station. 
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Certain SK products are not covered by this warranty. See the following specific warranties. 
Reducing adaptors are not covered by the SK warranty since they may be easily overtorqued and broken. 


SK BEAM TORQUE WRENCH WARRANTY 


SK Beam Torque Wrenches are guaranteed to be accurate and free from defects for 90 days from the 
date of purchase. The purchaser must validate the warranty by returning the warranty registration card 
along with a dated sales receipt to SK. 


SK MICROMETER AND DIAL TORQUE WRENCH WARRANTY 


SK Micrometer and Dial Torque Wrenches are guaranteed to be free from defects in material and 
workmanship for one year from date of purchase. Warranty service is available from the warranty 
centers listed in the brochure enclosed with each wrench. 


ey, 
WARRANTY SK STORAGE PRODUCTS WARRANTY 


INFORMATION SK Storage Products are warranted to be free from defects in material and workmanship for a period 
of one year from date of purchase. 


Why does SK not accept abused or misused tools under its warranty policy? 


Abuse and misuse of tools causes accidents and bodily injury. Tools are designed to perform specific @ 
functions. The metal used in a tool, the heat treating and hardening process, and the finishing of the 

tool are all determined by the function that tool will perform. Misuse and abuse may put stress and 

fatigue on a tool which are beyond the design of the tool. When this happens, the tool can break. 


Most importantly, misuse and abuse damages your tools and can cause you bodily injury if a tool 
breaks during use. 


SK wants all tool users to recognize the dangerous consequences that abuse and misuse can cause. 
Our message is clear. SK does NOT condone or support the abuse or misuse of hand tools. For this 
reason, SK does not accept abused or misused tools under warranty. Don’t take chances. Use the 
right tool for the job. 


For more information on Hand Tool Safety contact SK and ask for the Hand Tool Institute Booklet. 
For classes and groups SK also offers a 30 minute video tape on Hand Tool Safety which was 
produced by the Hand Tool Institute. Contact SK for more information on how to borrow this video. 


Reducing adapters are not warranted Broken screwdriver tips and bent Chrome sockets with square drives Ratchet handles and wrenches that 
since they can be easily overtorqued by shanks are the result of using a that have rounded out corners and/or have been dented, grooved, and broken 
the larger drive ratchet. Use reducing screwdriver as a prybar, punch, peened metal around the drive end show indicate abuse with “cheater bars” or 
adaptors carefully to avoid injury. or chisel. the normal signs of use on an impact or a hammer. 


power wrench. Continued use on an 


impact wrench will cause the socket 
wall to crack or shatter. 
SK HAND TOOLS 


PRODUMCTS 


41653-9. 
41701. 
41702. 


ig 42471-2... 
«28 42475... 
128 42475-2... 
42475-5 
42475-9 
42775... 


45152-9 
45153-9 
45159... 


0 45775-6.. 
45170-2.... «oe 92 45875.. 
45170-9.... 02 46112. 


47155-9A.. 
47156... 


74015-33 .. 
74020-33 


74060-33 .. 
74100... 


PRODUCTS 
BoyY TYPE 


Adapters, Female to Male 
1/4" Drive Chrome...............000+ 
3/8" Drive Chrome... 
3/8" Drive Impact..... " 
1/2" Drive Chrome...............00000 
1/2" Drive: IM paetiivesisicccvscesvcesesse 47 
3/4" Drive Chrome... 
3/4" Drive Impact..... fe 
T* Drive IMpact sccvesscesccccessssesevees 
Adjustable Pliers ........0.0cccccccesee 
Adjustable Torque Wrenches..... 86-87 
Adjustable Wrenches 
Ball Peen Hammers.......... 
Battery Pliers.............000:- 
BOxeS; T00 lscssssssescarsssscesceraassavens 
Box End Wrenches and Sets 


Flex Combination Wrenches........... 78 
Flex Head Ratchets 
D/P DTW Biss caiccssncunsinccstiarectaneiee 22 
3/8" Drive..... vw BO 
M2 UTAVO etsaosrcescsosseses w. 46 
Flex Head Ratchet Pin Kit... 92 
Fold Up Hex Key Set... 79 


Hammer Replacement Handles...... 91 
Hammers 


Ball Peen...... 91 
GIAW varecsceies «ae 91 
Rubber Mallet.. 91 
SOM FACG ccassesrcirasavscckivssgaisnanssns 91 
SOft FACO MWDSvasscessesarecseseeanes 91 
Heavy Duty Master Set................... 14 
Hex Bit Sockets and Sets.... 38, 39, 47 
Hex Keys and Sets .........cccsecseeeeese 79 
Hose Clamp Pliers..............:sscecse 89 


Impact Drive Tool Set 3/8" Drive.... 33 


Breaker Bars (See Flex Head 


Handles) 
Budd Wheel Sockets.. .... 62, 67 
Cabinets; TOO sccissrsssrssuzcsacescorss 17-18 
Carded Package Line...............00 2 
Chain Nose Pliers... 88 
Chests: T00|bscciscssecvesaconeeessssees 17-18 
Clamping Pliers................cccssscseses 89 
Claw Hamme............ccsccssssseseessseees 91 
Clicker Torque Wrenches ............... 86 


Combination Wrenches and Sets 
Long Full Polished................ 
Regular Full Polished 
Regular Panel....................0+ 
SuperKrome®........... 
SureGrip® Box End......... 

Convertible Retaining Ring 
PUBS uscssissmcrcarartcianennnientiase 90 

Crowfoot Flare Nut Wrenches 
and Sets 

Diagonal Cutting Pliers.. 


Dial Torque Wrenches.................... 87 
Drawer ERO RS caccsecarscecvesvecrsarosssocess 19 
Electrical Service Pliers.................. 88 
Electrician's Pliers.............cccccsee 88 
ENG CUTG [Sti scccsstessereccanveraaueesenss 88 
Extensions and Sets 

1/4" Drive Chrome 


3/8" Drive Chrome 
3/8" Drive Chrome Locking........ 32 
3/8" Drive Chrome Wobble......... 32 
3/8" Drive Impact............. 
1/2" Drive Chrome 
1/2" Drive Impact.. 
3/4" Drive Chrome 
3/4" Drive Impact.. 
1" Drive Impact......... 
Extensions, Locking 3/8" Drive....... 32 
Extensions, Wobble 3/8" Drive ....... 32 
External Retaining Ring Pliers........ 90 


Finger Ratchet 1/4" Drive................ 22 
Flare Nut Crowfoot Wrenches 
ANC SOtS cancerieciectecons eee 78 


Flare Nut Wrenches and Sets.......... 74 
Flex Bars (See Flex Head Handles) 
Flex Head Handles 


Impact Extensions 
3/8" Drive 


B/BE DTN Obae sie ccesestseseti ent vastocsveoes 37 
i 50, 51, 58, 59 
3/4F DIN Oscocweseecncoezevceess 62, 63, 65 
WADING sceentcotieteesteseireccsstnies 67 


Intermediate Tool Chest ...... 

Internal Retaining Ring Pliers.. 
Lineman's Pliers ................. 
Lock Ring Pliers... 
Locking Pliers .......... 
L Shaped Hex Keys... 


Combination Wrenches 

and Sets........... 69, 71, 72, 74 
Crowfoot Flare Nut 

Wrenches and Sets................. 78 
Flare Nut Wrenches 


Flex Combination Wrenches 

ANG SetSisisvecsnssrsicrescarceareaesnes 78 
Flex Sockets 

LAE ONY OlsscecivcsucvscntbeutiSbanisae 26 

3/8" Drive.......... 
Hex Keys and Sets......scssseseee 79 
Impact Sockets and Sets 

3/8" Drive 


Open End Wrenches..............+++ 
Ratcheting Box Wrenches 
Sockets and Sets, Chrome 
1/4" Drive 
3/8" Drive 


1/2" Drive 
3/4" Drive 


Universal Sockets 


1/4? DiI scosszeinsraieerexcccsveese 26 
O/BM Drive cscsssvsiccusivest 35, 42, 43 
Metric/Fractional Combined 
Socket Sets:.::...ccesccesseveveiasss 29, 45 
Micrometer Torque Screwdriver..... 86 
Micrometer Torque Wrenches......... 86 
MiniMaster Sets .............::cccceceee 
Needle Nose Pliers ............-cceee 
New Products Review . sia 
Nt DIIVO0s), .sissinpenceseasrnnasteiannncacics 


Offset Ratcheting Box 
WITECHES: scnsscsuecocovsssavsdivansiva given 
Offset Screwdrivers..... 
Open End Wrenches.... we 
Phillips Bit Sockets............::cceceseee 
Phillips Screwdrivers and Sets.. 82-84 
Pipe Wrenches cssisissasccssensssexsassesese 79 
Pliers, 
ACUUSTADIG)..ussussscscnsnnesnecsesecnessonen 
Battery......... 
Chain Nose 


Diagonal ......... 
Electrical Service 
Electrician's .... 
End Cutters......... 
Heavy Duty Cutters 
Hose Clamp........... 


Lineman's........... 
Locking....... m3) 
Needle NOSC.........-..csssesseeeeeeseees 88 
Production Grade Retaining 
FRTIG PUG IS scsisccssaspassinentnemanandsa 90 
Retaining Ring 
CONVE DIB sivisscecsesssecssrvvens 90 
Production Grade ............00 90 
UTI GAC: ssncvssssencerorenccnnenes 90 
Tongue and Groove 
POSIDRIV Bit Socket.......... 
POSIDRIV Screwdriver Bit.............. 85 
Ratchets 
Fine Tooth Tuff 1° - 72 Teeth..... 
WAP DEIN. cs nitissannatoessesanxaencenets 22 
8/8" DIWG secswseecosermscncosie 
Ze DIVE woscacenveranctinveceanenvens 
Ratchet Sets 
Finger 1/4" Drive 
Flex 
DAE DIVES issessssnisssrosareacstaveaaae 22 
3/8" Drive... #3 800 
2” DVO bsrmeeneesastrvecsraevawern 46 
Roto 3/8" Drive .........esceceseeeeeees 30 
Standard - 36 Tooth 
HUA? DEVO scccvsscuccesasnerecovvavciexees 22 
8/8" DIV ccivscsieisensvecsoestansecncon 31 
12” DIVE svesssoni snssssevearopeannerense 46 
3/4" Drive........ ex . 60 
Thumbwheel 1/4" Drive.............. 22 
Tuff 1© Ratchet Sets........... 22, 30 
Ratchet Rebuild and Repair Kits..... 92 
Ratchet Spinners...............:sscese 92 
Ratcheting Box Wrenches 
OTIS Ob siessaccrscacvrsssvseewesscsnereeveevers 75 
Stal O li tisieesccccstvetsrevcever anaes 75 
Repair Parts and Kits................ 92, 93 
Retaining Ring Pliers 
CONVOTEB IG xe iccrcsirwsevesesitiveccerswce 90 
Production Grade...........csse 90 
Utility Grade 
Roller Cabinets. 


Rubber Malletis::.cirscscssscereunersessces 91 
Safety Information... 94 
Screwdriver Bits .............:ceeeeeneeee 85 
Screwdrivers and Sets 

GAD INO? srveanpdzastavcaseccanaasuparevncess 81 


Flat tip... 
Magnet Cs ccscersecscrcecaveeceests 84 


F011] fobs Seeeeeetermeerierneer permet etre rere 82 
POSID RIN 'vsccssssemparsessceevccesssenveses 85 
Professional... 
ROUN Shank........csecceeseseeeeeeeee 81 
Square Shank ..........cesceseeeseeeeees 81 
SCC 81 
SureGrip®... . 81-83 
TORN ccscscessssssnananncrsere 82, 85 
Screwdriver Sockets 
Philip Sesasssanvennetereeeeoad ba tlaaades 
POSIDRIV.. 


Self Serve Packaging.. 
Side Tool Cabinets.................... 
Side Cutter Pliers 

(ENTER Sie sosce. cdieosaes taseartaecconeese 

Universal............ wis 
Sliding T Handle 3/4" Driv " 
Sliding T Repair Kit... eee 
Slip JOE PMCS s:cussscxssavsssweecses 
Slotted Bit Sockets .... es 
Slotted Screwdriver Bits................. 
Slotted Screwdrivers 

ANOSES i scccssszccesesssesesuvses 
Sockets and Sets, Chrome 


WAP DIVO scccscssscicnccancconsensvens 23-29 

3/8" Drive... . 34-36, 38-45 

1/2" Drive... . 47-50, 52-58 

BIA DWC sissccsirssachseaeaseannees 61, 64 
Sockets and Sets, Impact 


3/8" Drive... 
1/2" Drive... 


Soft Face Hammer Tips . 


Soft Face Hammers ............::1eeseee 
Spark Plug Sockets 

3/8) DING ascanceccstsecpsssticcavienscovasts 38 

3/8" Drive Universal .............000 38 

12” DEIN Giscscscresnerpesnasnanessece 49 
Speeders 

AAD) siccssissceasnecccsczeaccensotere 23 

0/8! DAV G iscxsssuccresssturenearssscvsnecets 31 

WIZE DIB pi cvccescacoes oatavseaesinedvoesiae 47 
Square Shank Screwdrivers 

ANG SOtS cessenaaciesrs 81, 82, 84 
Stillson Pipe Wrench ...........:cce 79 
Storage Cabinets and Chests..... 17-19 
Storage Products 

Cab INES soccciscaensercnrenes 

Cabinet Rads:..:srrcvssuuenanee: 

CHESS: cxcseceesness 

Drawer Liners 

Intermediate Chests............. 17, 18 

Side Cabinet... 17, 18 

Side Shelf..... sa 19 

TOG! BOXOS wi..sssvevesrssssve a 

Wrench Storage Trays . 19 
SuperKrome® Wrenches..... 68-71, 74 
SuperSets® 

TWA DWC ccccissassasussdsencnscansasstases 

3/8" Drive Fractional. 

3/8" Drive Metric...... = 

BiSOCKET SOU scccsssscensacsssssercunans 


SureGrip® Tools 

Long Combination 

WIONCHES sisssiecersvsvsreeviencons 

Retaining Ring Pliers 

Screwd niVerSissevaseerssensvecssssese 
Thumbwheel 1/4" Drive Ratchet ..... 22 
MOOI BOX CS ssiiscssscssiensaviectnnmnnnneserecce 
Tool Cabinets. 
TOOl-CHOStSsccccsvicrrsviaswwerszeesre 
Tool Storage Products............... 17-19 
Tongue and Groove Pliers. 
TOP: Chests ssvesssssvessevessesrees 
Torque Screwdriver ..........cccseseeee 86 
Torque Wrenches 

Dial cecnsniammserrarnonmaiess 87 

Micrometer (Clicker) ws 

ROWING BEAM isscscreaseassssccenarssre 
TORX® Screwdrivers and Sets.. 82, 85 
TORX® Screwdriver Bits 


EUG EN?) nee 85 
TORX® Screwdriver Sockets 

AND OES ae aacnnnnaiiien ane 38 
Tuff 1° Ratchets 

14 RNG cscsiccosccmuneanrermans 22 

3/8" Drive.. 180 

TOE DENG nsvtievieranee ewan 46 
Tuff 1° Ratchet Repair Parts 

aNd KitSiscisseraicesaaaren 92 
Universal Joints, Chrome 

AE DIN Biss sas esuivanasonnsanerscentccceatys 23 

3/8" Drive.. ene 

1/2" Drive... . 46 

QIAP DIVO a cssensissasaaieansasesa saststss 60 
Universal Joints, Impact 

SB) AT DIN Besse crewecscncnedrssavncesees 63 

A DEW Ghvosisonvicantercss ... 66 
Universal Side Cutter Plier.............. 88 
Utility Grade Retaining 

RIG PNGTS isvcciercncesnasvcnccnoriernnain 90 
Universal Sockets 

WA? DIV cssssereeccesxsnessassvszesce 24-26 

3/8" Drive............ 34, 35, 38, 40-43 
Warranty Information 

Dial Torque Wrenches.......... 87, 94 

Micrometer Torque 

IWIENCHGS. vssisicessssetnencrcsnes 

Storage Products. 

TOG Ses ssisisivencvegpmdcavereseresweuns 3, 94 
Wire Crimpers 
Wire Cutters ..... 
Wire Strippers ee 
Wobble Extensions 3/8" Drive......... 32 
Wrench Storage TrayS ...........ssee 19 
Wrenches 

AO UUSTADIB sesiccsscocesnsssernsnsontnnannas 78 

BOX csinssanasnncnnes we LO 

Box, Ratcheting .. J NO 

Combination............ .. 69-74 

Crowfoot Flare Nut.. an LO 

Flare Nut............. .. 14 

Flex Combination .. 18 

Open End............ ay ET 

PIDG sisscsceeseeesrenness wee 19 

Ratcheting Box....... 76 

TONG UGsasavedtvcdteoeedesdennnctcomesais 86, 87 


Ww Ee 
RESERVE 


the right to make changes in 
the design or construction of 
our tools and storage products 
at any time without notice and 
without any obligation on our 
part. We also reserve the right 
to discontinue the manufacture 
and sale of any tool or storage 
product at any time without 
previous notice. We do not 
accept the responsibility or 
liability for the results of 
misusing SK tools or storage 
products or using tools which 
have been abused, badly worn, 
or altered. 


—<<_? 


MADE IN THE U.S.A. 


Products which are not produced 
in the USA are marked. 


TORX® is a registered 
trademark of Camcar Division 
of Textron, Inc. 


POSIDRIV® is a registered 


trademark of Phillips Screw 
Company. 


SK HAND TOOLS 


2 ‘i HAND root CORPORATION 
3535 W. 47th Street 
Chicago, Illinois 60632-2998 
312-523-1300 Telex 756359 


Fax 312-523-2103 


444d 
SUPPLY 


A Kennametal Company 


GIS 


Garrett Industrial Supply 
550 VIRGINIA DRIVE, FORT WASHINGTON, PA 19034 
(215)643-4050 @ (800)525-5455 @ FAX: (215) 643-3219 
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